


Send for free literature on our 


FIVE TYPES 
OF PORCELAIN JACKETS 


(1) CONVENTIONAL TYPE porcelain jac- 
ket. We recommend this type por- 
celain jackets as a fine all-round dental 
restoration. 


VACUUM FIRED 2500°F. Porcelain 
Jacket. We recommend the Schneider 
Vacuum Fired porcelain jacket for your 
most discriminating patients — those 
that want and can afford the best. 


PLATINUM PLATE lingual surface por- 
celain jacket. This new "ARMORED" 


porcelain jacket of ours should be used 


where the lingual porcelain will be thin 
or where the bite is extra heavy. 


PLATINUM REINFORCED Porcelain 
Jacket. A cap or framework of PLAT- 
INUM with the porcelain baked unto 
it. 

DOUBLE STRENGTH Porcelain Jacket. 
This is a combination of the platinum 
lingual and platinum reinforced por- 
celain jackets. 


M. W. SCHNEIDER 
DENTAL LABORATORY 
27 East Monroe, Chicago 3, Illinois 





















A Tip for Better Prophylaxis 






The tip developed as the ideal 


for stimulation of interproximal spaces 


Two years of research and extensive investigation went into the 





development of Py-co-tip. The high quality rubber is finely bal- 
anced for flexibility and stiffness to stimulate blood flow in 
the gingival areas. Py-co-tip is preferred by more dentists than 


any other brush-affixed stimulator. 





THESE FEATURES MAKE PY-CO-PAY WIDELY ACCEPTED 
> Straight, rigid design 
> Small, compact head 
BD — Bristles uniformly trimmed 


Proper tuft spacing 








ae Scientifically designed tip 


For effective cleansing, massage and stimulation, prescribe 





SPy-co-pay TOOTHBRUSH win PY-CO-TIP 


Recommended by more dentists than any other toothbrush 





Pycopé, Inc., Jersey City 2, N. J. 














Tu WUlinois you can secure 


MICROMOLD TEETH 
from the following laboratories: 


ANNEX DENTAL LABORATORY 
25 E. Washington Street — Chicago, Illinois 
ASSOCIATED DENTAL LABORATORIES, INC. 
404 S. Sixth Street — Springfield, Illinois 
AUSTIN PROSTHETIC LABORATORY 
5944 W. Madison Street — Chicago, Illinois 
BERRY-KOFRON DENTAL LABORATORY 
409 N. Eleventh Street — St. Louis, Missouri 
L. B. CRUSE DENTAL LABORATORY 
1070 Citizens Building — Decatur, Illinois 
FREIN DENTAL LABORATORY 
3531 Lindell Boulevard — St. Louis, Missouri 
HOOTMAN DENTAL LABORATORY 
Rockford Trust Building — Rockford, Illinois 
JOSEPH E. KENNEDY COMPANY 
7900 S. Ashland Avenue — Chicago, Illinois 
KRAUS DENTAL LABORATORY 
Jefferson Building — Peoria, Illinois 
RAY R. LAWRENCE DENTAL LABORATORY 
36/2 N. Vermilion Street — Danville, Illinois 
OTTAWA DENTAL LABORATORY 
817 Columbus Street — Ottawa, Illinois 
SATISFACTION DENTAL LABORATORIES 
112 E. Highland Avenue — Elgin, Illinois 
L. A. SCHMITT DENTAL LABORATORY 
824 Maine Street — Quincy, Illinois 


STANDARD DENTAL LABORATORIES, INC. 
225 N. Wabash Avenue — Chicago, Illinois 


H. SWIGARD DENTAL LABORATORY 
Graham Building — Aurora, Illinois 


UPTOWN DENTAL LABORATORY 
4753 N. Broadway — Chicago, Illinois 








by enjoying... 
BETTER LABORATORY VALUES 


ka Renney Canlacl Man le ca Wal your of fice. 
Phone ABerdeen 4-6800 


Out-of-town dentists: Please inquire about Kennedy 
First-Class Mail Service. You can depend upon it. 


JOSEPH E. Rennedy CO., 7902 S. ASHLAND AVE., CHICAGO 20, ILLINOIS 


Chairtime Conservation 
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PRESIDENT’S PAGE 


by Thomas C. Starshak, D.D.S. 


It was very fortunate that the members voted 
the change in Constitution which gave the State So- 
ciety a raise in dues of $5.00, making the total dues 
$15.00. This took place at the May 1955 meeting: 
the dues had been $10.00 since 1946. To say that 
the State Society needed this raise is an understate- 
ment; actually it would have been better for all of 
us if the raise had gone through several years ago. 


Three dollars of this dues increase has been set 
aside as a special budgetary item, amounting to 
above $13,500, for the following things: 1. Law En- 
forcement. 2. Legislative Planning (lobbying). 3. 
Legal Expenses. 

These additional funds will allow the Illinois State Dental Society to pay 
promptly to the Chicago Dental Society their share of the cost of the suit against 
illegal laboratories, now pending in the Illinois Supreme Court. These costs 
amount to nearly $6,000 to date. 

The remaining $2.00 may be used for a number of things: to provide funds 
for several newly created and necessary Committees, such as Special Committee 
on Law Enforcement, Dental Health Welfare Committee, Blue Shield Legisla- 
tion Committee, and the Civilian Defense Committee. Some of the money can 
also be used to increase the budget of the Public Policy and the Prosthetic Dental 
Service Committees. 

Several years ago the subscription price of the JOURNAL to each member was 
raised from $2.50 to $3.00: some of the new money will be used to cover this cost. 

With state-wide elections coming up soon, I would like to make a continued 
plea to our members for care in choosing representatives in the legislature. When 
we were fighting H. B. 1118, the so-called Denturist Bill, it was evident to all of 
us how important it is for our Society to have friends in Springfield. So, let’s all 
vote for those legislators who helped us and who will continue to give us aid; 
and let’s know those who didn’t or who won’t give us assistance in the future. 
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Council Meeting Report | 
Peoria, January 18-19 


« 


T he annual Council meeting of the 
Illinois State Dental Society took place 
at the Pere Marquette Hotel, Peoria, 
on Jan. 18-19. This is the meeting that 
concludes the society business for the 
past year and sets up a skeletal pro- 
gram for the coming year. The old of- 
ficers and Council meet the first day 
and conclude business, while the new 
officers and Council meet the second 
day and start their year. 

1955 officers were: President, John 
Zwisler; vice-president, John Donelan; 
president-elect, ‘Thomas Starshak; trea- 
surer, Robert Pollock; secretary, Paul 
Clopper; and councilmen, Curt Gron- 
ner, P. J. Kartheiser, G. Herbert Fitz, 
R. W. McLellan, David Baughman, R. 
A. Hundley, S. F. Bradel, Olaf Opdahl, 
W. C. Corcoran, John Lace, Michael 
De Rose, and Carl Madda. 


On Tuesday, January 17, the day 
before the meeting, the officers met 
with the Budget Committee and the 
Committee on Committees, to formu- 
late a tentative budget and plan com- 
mittee appointments. 


On January 18, promptly at 9:00 
a.m., the full Council met with Presi- 
dent John Zwisler presiding. The order 
of business included approval of the 
minutes of the following meetings: 
May Executive Council meeting, mail 
vote of the Executive Council on No- 
vember 15, 1955, and Ad Interim Com- 
mittee meetings on August 24, Septem- 
ber 21, October 16 and December 8, 
1955. The Council had a number of 


written reports, previously received; 
those of the secretary, treasurer, and 
editor were considered and approved. 

The reports of Dr. Starshak for the 
Budget Committee and the Committee 
on Committees were received, and the 
Council next considered and accepted 
reports of the following standing com- 
mittees: Council On Dental Health, C. 
B. Clarno; Federal Dental Services, 
Wm. A. Tolar; Infraction of Code of 
Ethics, James A. Lynch; Infraction of 
Laws, Harland L. New; and Insurance, 
L. E. Steward. The Insurance report 
contained two recommendations to be 
voted on: 1. The Insurance Commit- 
tee had been considering a Group Life 
Insurance Plan when the A.D.A. came 
out with its expanded and revised plan; 
the Committee, therefore, advised that 
our state plan be dropped and _ the 
Council concurred. 2. Should the State 
Society consider health and accident in- 
surance for the female employees? For 
budgetary reasons it was decided to 
postpone this matter for the time being. 

The fine report of the Interprofes- 
sional Relations Committee was re- 
ceived from Arno Brett. The Prosthetic 
Dental Service Committee report from 
Robert Kreiner contained two recom- 
mendations as follows to be voted on: 

1. ‘That work authorization forms 
must accompany all work sent by a den- 
tist to a dental laboratory; that these 
forms be in duplicate, with one copy 
being retained in the dental office with 
original accompanying the work, and 
that a statement of authorization be in- 
cluded with all forms being numbered 
and showing the dentist’s license num- 
ber, signature, and date. It was the 
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| LS.DS. Officers—1956 


President Thomas C. Starshak (upper 
left). President-Elect Clifton C. lsen- 
berger (upper right). Vice-President 

J. Malcolm Nelson (center left). Secre- 
tary Paul W. Clopper (lower right). 
Treasurer Robert J. Pollock (lower left). 
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further recommendation of the Com- 
mittee that the provisions of the work 
authorization form be incorporated in- 
to the Illinois Dental Practice Act, if 
and when such Act is reopened, and 
that in the interim, both the dental 
profession and the ethical dental lab- 
oratory industry should cooperate ni 
the carrying out of these provisions on 
a voluntary basis. 

2. That the plan submitted by the II- 
linois Dental Laboratory Association 
for the “Approval” of dental labora- 
tories. and technicians be approved in 
principle, including the formation of 
a policy committee to be composed of 
three dentists and three laboratory 
men. Members of this committee would 
function for a long period of time, pos- 
sibly through reappointment, in order 
that they might study and understand 
the problems, and then carry out the 
necessary steps to put the plan into ef- 
fect. 

The Council concurred with the 
thinking of this Committee. After ap- 
proving its report, the meeting ad- 
journed for lunch. 


At the afternoon session the report 
of the Public Welfare Committee- was 
especially significant in that Chairman 
George Thoma presented a new fee 
schedule for the Illinois Public Assist- 
ance Program. For a number of years 
there has been no fee schedule as the 
Committee could not come to an agree- 
ment with the Illinois Public Aid 
Commission. The Council authorized 
Chairman Thoma to proceed with fee 
negotiations. 

At this point the regular agenda was 
interrupted, and Mr. Montgomery S. 
Winning of the law firm of Giffin, 
Winning, Lindner and Newkirk, 
Springfield, was introduced. As _re- 
ported in another section of this Jour- 
NAL, a resolution had been received by 
the State Society, through the Chicago 


Dental Society, from the West Side 
Branch. This resolution had to do with 
the recent raise in dues in the State 
Society and also with the question ‘of 
proxy voting. As a result of a study 
made by his law firm, Mr. Winning 
gave this opinion: “. . . that a member 
of the Society is not entitled to vote 
by: proxy on any matter presented at 
a meeting of the Society until and un- 
less voting in this manner is authorized 
by the Society.” The above is just one 
of several opinions and conclusions 
drawn by Mr. Winning. The entire 
opinion is printed elsewhere in this is- 
sue. Mr. Winning addressed the Coun- 
cil on these subjects and then answered 
various questions of the officers and 
Council. 


Next the following committee re- 
ports were received: Public Policy, 
James C. Donelan; Relief, Joseph F. 
Voita; Study Club, C. F. Isenberger; 


Membership, C. W. Harrison; Advis- 
ory Committee to Selective Service, 
Robert J. Wells; History, James E. Ma- 
honey; Hospital Dental Service, Lloyd 
C. Blackman; Illinois Society for Medi- 
cal Research, Isaac Schour; Labor Rela- 
tions, Ernest Goldhorn; Resolutions, 
P. J. Kartheiser; and Student A.D.A. 
Liaison, Olaf S$. Opdahl. 

The office of the State Society in 
Peoria has outgrown its present space 
and is moving into roomier quarters 
quite soon. These were described by 
Secretary Clopper; at the close of the 
Council meeting the entire group vis- 
ited the new office in the Jefferson 
Building. 

Wayne Graham, a member of the 
State Examining Committee, has re- 
signed; the Council discussed his re- 
placement. A tentative invitation for 
the Annual Meeting for 1958 was re- 
ceived from Rockford and was referred 
to the new Council. The advisability 
of having a one-day meeting for the 
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component society officers and editors 
was discussed. 

Having finished the formal business 
of the old Council, President Zwisler 
presented certificates to retiring Coun- 
cilmen P. J. Kartheiser, Robert A. 
Hundley, S. F. Bradel, and Olaf Op- 
dahl, and to Vice-President James J. 
Donelan. President Zwisler then read 
his farewell address which was referred 
to the new Council for action. He then 
presented the new councilmen and 
officers: Harry F. Ciocca, La Salle; 
Glenn W. Ozburn, Murphysboro; 
James K. Betty, Oak Park; and James 
E. Fonda, Winnetka. T. C. Starshak 
then presented the bronze president’s 
plaque to retiring President Zwisler. 

New officers of the State Society for 
1956 are: President, ‘Thomas C. Star- 
shak; president-elect Clifford F. Isen- 
berger; vice-president J. Malcolm EI- 
son; secretary, Paul W. Clopper; and 
treasurer, Robert Pollock. The meeting 
was adjourned until Thursday morn- 


ing. 
ee e e@ 


On Thursday, January 19, the new 
Council met with the new president, 
Thomas Starshak, presiding. A com- 
mittee composed of Drs. Clopper, 
Gronner, Ciocca, and Isenberger was 
appointed to explore the possibility 
of accepting the invitation from Rock- 
ford to go there for the 1958 Annual 
Meeting. Suggestions were next re- 
ceived and discussed on possible meth- 
ods and timing for setting up the State 
Society budget. 

A request had been received from 
the Danville District Dental Society 
for financial aid from the State Society 
in the prosecutions of suits against 
certain illegal laboratories in that area. 
After a lengthy discussion by the Coun- 
cil, the following motion was passed: 
That a directive be issued to all local 
components stating that the policy of 
the Executive Council of the Illinois 
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Dental Society in regard to infraction 
of laws is that all cases of infraction of 
laws should be directed to the Infrac- 
tion of Laws Committee for action; and 
that no component society obligate 
itself in any manner in regard to in- 
fraction of laws cases without clear- 
ance from the Infraction of Laws Com- 
mittee. The Infraction of Laws Com- 
mittee is as follows: F. J. Fehrenbacher 
of Joliet, chairman; Harlan L. New of 
Park Ridge; and H. L. Henderson of 
Georgetown. 

The report of the Labor Relations 
Committee contained a recommenda- 
tion that the name of tne Committee 
be changed to Group Dental Health 
Care Plans Committee. This recom- 
mendation was referred to the Reso- 
lutions Committee. The matter of pay- 
ing honorariums to delegate and alter- 
nates to the A.D.A. meeting was dis- 
cussed and voted on. It was moved to 
appoint a committee to investigate the 
possibility of providing insurance for 
the employees of the Illinois State Den- 
tal Society. 

Another point of discussion was in 
regard to the membership of the Ad In- 
terim Committee; it was moved that 
the Resolutions Committee be asked to 
study this matter and make a report. 
A committee was appointed to arrange 
a suitable dinner to honor retiring 
Trustee L. H. Jacob; this committee 
consists of Robert Pollock, chairman, 
Harold Oppice, Clarke Chamberlain, 
Clifton Clarno, Paul Clopper, Edward 
Luebke, and William Vopata. 

As the last piece of business the 
Council voted executive power to the 
Ad Interim Committee. The Council 
then adjourned at noon. 


Editor’s Note: This account of the an- 
nual Council meeting is purely infor- 
mational; it is not a verbatim report. 
Such a report will be found in the of- 
ficial Transactions of the State Society. 
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EDITORIALS 


Proxies and Dues Raise 


There has been much argument and criticism from some members of one 
branch of the Chicago Dental Society in regard to the $5.00 raise in dues that 
was voted into effect at the 1955 Annual Meeting of the Illinois State Dental 
Society. A terrific hassle has developed over the solitary point of proxy voting. 
Because of all the fire and brimstone, so much smoke has developed that one 
little item—the basic point we think—has been overlooked. That point alone 
is the subject here discussed: That the state society badly needed the raise in 
dues. 


Previous to the May 1955 Annual Meeting, as is necessitated by our Consti- 
tution and Bylaws, a resolution to amend article IX of the state Bylaws by 
raising the dues from $10.00 to $15.00 was presented and printed in the JouRNAL. 
This proposed raise was common knowledge to all member societies and to all 
members of the State Society. At the time A.D.A. dues were $20.00 and Chicago 
Dental Society dues were $15.00; it has always seemed a little incongrous for the 
State Society to have been operating on lower dues than one of its components, 
the Chicago Dental Society. By way of comparison, here are a few other state 
dental society dues: California, $42.00; Indiana, $15.00; Iowa, $19.00; Michigan, 
$15.00; New York, $12.00; Pennsylvania, $10.00; Southern California, $36.00; 
and Wisconsin, $18.00. 

What were the reasons for the proposed raise? They were reasons known to 
all and apparently acceptable to most: The Illinois State Dental Society dues 
had been $10.00 since 1946, a period of nine years. Everyone is familiar with 
those nine years, a time of mounting costs in the entire business field. The price 
of everything has gone up tremendously, from dental fees to the cost of running 
a dental organization. Also, the number of Life Members, who pay no State 
Society dues, had increased. Besides these “ordinary” increased costs, the State 
Society faced then, and still faces, an increase in operating expenses due to the 
illegal laboratory business in the state. 

Because of this situation some of the regular State Society committees had been 
operating on insufficient budgets; other committees like Infraction of Laws, 
Group Dental Health Care, and Civil Defense, had no budget. Also, the Society 
was unable to appoint necessary new committees, because they could not operate 
without funds. 

To sum up without going into the pros and cons of proxy voting, the point 
at stake in this argument is a $5.00 raise in the Illinois State Dental Society 
dues. The whole state, composed of some 5,100 members knew about the pro- 
posed raise in dues and apparently accepted it—all but one small group in the 
West Side Branch of the Chicago Dental Society (the whole branch comprises 
some 350 members). 

This issue of the JOURNAL carries copies of letters, a resolution, and .attorneys’ 
opinions about the proxy situation. As any member may judge, this single point 


75 








of proxy voting has cost the officers (Directors and Councilmen) of the Chicago 
Dental Society and Illinois State Dental Society countless hours of wasted time; 
it has also cost each society a considerable amount of money for attorney fees. 
This is time andk:money badly needed for profitable undertakings of both societies. 

In the light in which the situation is presented here, we wonder if certain 
members of the West Side Branch think it justifiable to continue with the tre- 
mendous disturbance they are causing? We wonder if we don’t all have more 
pressing and serious things on which to devote our time and talents than this? 
We wonder if our great democratic freedom of speech and criticism don’t carry 
with them some parallel obligations of gentlemanly and professional restraint? 


92nd Annual State Meeting 7 

Remember the 92nd Annual Illinois State Dental Society Meeting and make 
your plans. The place is Springfield, the Abraham Lincoln Hotel; the dates are 
May 14, 15, 16, 1956. 

This entire meeting will be given over to a postgraduate type presentation 
on “Dentistry In Relation to Occlusion.” The faculty is world renowned and 
they will deal with the subject and all of its ramifications—one of the most 
important scientific and clinical subjects in dentistry today. Essayists are Dr. 
Ernest Granger of Mt. Vernon, N. Y.; Dr. Leroy Kurth of Chicago; Dr. Harry 
Sicher of Chicago; and Dr. Stanley Tylman of Chicago. 

The March issue of the JourNat will carry much information about the 
meeting and the April issue will present the full program. The program chairman 
is Vincent B. Milas of Chicago; clinic chairman, Francis J. O’Grady of Chicago; 
local arrangements chairman, John T. Hatcher of Springfield; and exhibits chair- 
man, A. C. Buchmann of Springfield.—W. P. S., Jr. 


DENTAL ABSTRACTS A SUCCESS! 


In January of this year the Ameri-  slovakian, and French languages. 
can Dental Association published the Dr. Lon W. Morrey, A.D.A. editor, 
first issue of its new magazine, Dental said that Dental Abstracts has a dual 
Abstracts. Prior to its publication near-_ purpose: (1) to provide in a short read- 
ly 8,000 requests for subscriptions were ing period each month a survey of 
received. dental progress throughout the world; 

The new monthly journal, the only and (2) to give readers enough infor- 
one of its kind in the field, contains mation so that they can determine 
summaries of articles drawn from all of _ whether they need to read the origin- 
the important dental journals in the al article in its entirety. 
world. The first issue included, in ad- The annual subscription price is $6 
dition to material from English lan- in the United States and $7 outside the 
guage journals, translated material country. These may be obtained from 
from articles originally printed in Ital- the American Dental Association Sub- 
ian, Spanish, Austrian, Swedish, Ger- scription Department, 222 E. Super- 
man, Finnish, Russian, Dutch, Czecho- ior Street, Chicago 11. 
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Dues and Proxy Votes 
Settled by Council 


| letters and a resolution were received by the Secretary of the 
Illinois State Dental Society from the Chicago Dental Society; they 
are printed here: 


CHICAGO DENTAL SOCIETY 
30 N. Michigan Avenue 
Chicago 2, Illinois 


January 5, 1956 ‘Thursday 


Dr. Paul W. Clopper 

Secretary, Illinois State Dental Society 
Jefferson Building 

Peoria 2, Illinois 


Dear Dr. Clopper: 


The enclosed resolution received from Dr. Irving Shaewitz, Secretary of the 
West Side Branch of the Chicago Dental Society, is forwarded to the Illinois 
State Dental Society in accordance with action taken at the December 20th, 1955 
meeting of the Board of Directors of the Chicago Dental Society. The Board 
motion stipulated that the Chicago Dental Society was to turn the resolution 
and our attorney’s opinion on the resolution over to the Illinois State Dental 
Society and let them process it. 


Mr. John Porter’s opinion is now in the hands of our President and he will 
forward it to you in today’s mail so it should arrive when this communication 
does. We are guided presently by this opinion and are duly collecting dues in 
the new amount as instructed by the parent Society. 


Cordially yours, 
/s/ WALTER E, DUNDON 


Secretary 


WED/ksr 





Law Offices 
ECKERT, PETERSON & Lowry 
135 South LaSalle Street 
Chicago 3 


November 28, 1955 


Dr. Gustav W. Solfronk, President 
Chicago Dental Society 

30 North Michigan Avenue 
Chicago 2, Illinois 


Dear Dr. Solfronk: 


With respect to the resolution recently submitted to the Board of Directors 
of the Chicago Dental Society, relating to the collection by the Secretary of the 
Chicago Dental Society of the increased dues recently put into effect by the 
Illinois State Dental Society, you are advised that under Article XIX of the 
Chicago Dental Society by-laws one of the duties of the Secretary is to collect 
the dues established by the State Society. 


It is our opinion that under its own by-laws the Secretary of the Chicago 
Dental Society is without authority to dispute the official statement of the duly 
constituted officers of the Illinois State Dental Society as to the amount of dues 
established by that society to be collected for it by a component society. 


We understand that the Executive Secretary of the Chicago Dental Society 
has received official notice of the amount of dues to be collected for the Illinois 
State Dental Seciety and in our opinion he should proceed to carry out his duties 


in this regard. 


With respect to the additional subject of the resolution submitted, having to 
do with proxy voting of members of the Illinois State Dental Society, we have 
carefully examined the material submitted to us, and it is our view that the 
duly constituted authorities of the State Society have passed upon this matter 
and that it would be unseemly for us as attorneys for the Chicago Dental Society 


to render any opinion as to the propriety of the action taken in this regard by 


the Illinois State Dental Society. 


The increase in dues by the State Society does not furnish an appropriate 
occasion for the Chicago Dental Society or its attorneys to consider or challenge 
the voting method by which the State Society acted to effect a change in its own 
by-laws in order to increase the dues. It is sufficient that the Chicago Dental 
Society as a component of the State Society, has received official word from the 
duly constituted officers of the State Society that the dues have been increased, 
whereupon it becomes the duty of the Executive Secretary of the Chicago Dental 
Society to collect and remit those dues to the State Society. 


Very truly yours, 
ECKERT, PETERSON & Lowry 
/s/ By John R. Porter 
jrp:gk 
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To: Board of Directors—Chicago Dental Society 
Attention: Dr. Walter E. Dundon, Secretary 


RESOLUTION 


Wuereas: The purpose of this entire Resolution is to bring to the attention 
of all the members of the CuicaGo DENTAL Society, an increase in dues 
of $5.00 at the recent state meeting in Peoria, that by the standards of 
the corporate laws of the State of Illinois, the opinion of Society Attor- 
neys, the Executive Council, Ad Interim Committee and Robert’s Rules 
of Order, was an illegal meeeting. 


AND WHEREAS: In a report of the Public Policy Committee, May 10, 1954, it was 
recorded that Mr. Kevin Burke was retained as counsel to render an 
opinion on the matter of Proxies. At the same time Mr. Howard Green- 
blatt, Assistant Secretary, Council on Legislation of the A.D.A. also ren- 
dered an opinion. Both men held that a member, according to state laws, 
must be allowed to vote by proxy. (Ill. State Jour. Vol. 24, No. 2, Feb. 
1955). 


AND WuereEas: Dr. Zwisler, President of the Illinois State Dental Society, has 
denied the rights of the membership to vote legally executed Proxies, this 
in direct contradiction of previous actions taken by the Executive Coun- 
cil and the Ad Interim Committee (State Jour. Vol. 24, Feb. 1955). 


AND WHEREAS: Dr. Zwisler, then failed: 
1. To insist upon certification for voting. 
2. To ascertain how many of the non members present voted. 
3. At time failed to call for a negative vote. 
4. To act upon a motion to adjourn the meeting. 


AND WuerEas: Dr. Paul Clopper, the Secretary of the Illinois State Dental So- 
ciety was grossly negligent in his duties under Article 4, Section 1 (Consti- 
tution Illinois State Dental Society) to provide facilities for certification 
of each voter. 


AND Wuereas: Dr. Paul Clopper admits that the verbatim copy of the minutes 
of the May Ilth meeting were gone over by the President’s office, the 
Secretary’s office and the Editor’s office, before being submitted for pub- 
lication in the official State Journal and that changes were then made in 
the Journal. 


AND WHEREAS: It is necessary, before undertaking legal action to exhaust all 
possibilities for correction within our own organization. 


‘THEREFORE BE IT RESOLVED: That the West Side Branch go on record as request- 
ing the Chicago Dental Society to take proper actions to protect the 
Constitutional Rights of its members by refraining from the collection of 
the $5.00 increase in State dues until this entire matter is legally settled. 


Dr. IRVING SHAEWITZ, - 
Secretary, West Side Branch 
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A: the direction of the Executive Council of the Illinois State Dental Society, 
the Secretary has forwarded a letter of reply to the Chicago Dental Society, which 
is printed here. Supplementing this letter are opinions relative to the subject 
from the law firm of Giffin, Winning, Lindner & Newkirk and excerpts from 
remarks made by Mr. Winning before the State Society's Executive Council 
session on January 18, 1956. 


ILLINOIS STATE DENTAL SOCIETY 


Office of the Secretary 
623 Jefferson Building 
Peoria, Illinois 


January 26, 1956 


Dr. Walter E. Dundon, Secretary 
Chicago Dental Society 

30 N. Michigan Avenue 

Chicago 2, Illinois 


Dear Doctor Dundon: 


By direction of the Executive Council of the Illinois State Dental Society 
in official session January 19, 1956, the Secretary acknowledges receipt of a reso- 
lution presented to the Chicago Dental Society by the Secretary of the West Side 
Branch of the Chicago Dental Society; a letter from the Chicago Dental Society 
referring to the action of the Board of Directors on said resolution; and also the 
opinion regarding the resolution from the attorneys of the Chicago Dental So- 
ciety. 


After thorough study and upon advice and opinion rendered by Mr. M. S. 
Winning of the firm of Giffin, Winning, Lindner and Newkirk, First National 
Bank Building, Springfield, Illinois, your attention is invited to the following 
facts: that the minutes of the last annual meeting of the Society show that the 
member’s dues were increased by action of the members; that the question raised 
in the meeting as to whether members should be allowed to vote by proxy on 
motions to amend the by-laws and whether a motion to adjourn was in order 
were ruled on by the Chairman; and that no appeal was taken from his decision. 


In view of these facts I have been requested to advise you that in the opinion 
of the Executive Council the action taken at the last annual meeting increasing 
the dues is in full force and effect and that the Council has no right to disregard 
that action. The minutes of the Executive Council show the official action taken 
on January 19, 1956. It was moved, seconded and passed unanimously that: 


. the Executive Council in official session on January 19, 1956 
accept the opinion of Mr. Montgomery S. Winning of the firm of 





Giffin, Winning, Lindner and Newkirk, Springfield, Illinois, coun- 
sél for the Illinois State Dental Society, and accept the actions 
taken by the Illinois State Dental Society at the Business Session on 
May 11, 1955 as binding; and therefore is without jurisdiction to 
grant the relief requested in the resolution received from the Chi- 
cago Dental Society on behalf of their West Side Branch. 


It is requested that you officially notify your Branch Society as to the action 
taken by the Executive Council. 


Enclosed please find a copy of the opinion of the attorney for the Illinois 
State Dental Society regarding this matter, as directed to Dr. T. C. Starshak. We 
are also enclosing an excerpt from the minutes of the Executive Council meeting 
on January 18, 1956, expressing the opinions of Mr. Winning as stated to the 
Council on that day. 


Sincerely yours, 
/s/ 
Paul W. Clopper, D.D.S. 
Secretary 
PWC: jc 
Encs. 
cc: Dr. Starshak 
Dr. Zwisler 
Dr. Schoen 
Mr. M. S. Winning 





Law OFFICES OF 
GIFFIN, WINNING, LINDNER & NEWKIRK 
First National Bank Building 
Springfield, Illinois 
December 29, 1955 


Dr. T. C. Starshak 
753 East 79th Street 
Chicago 19, Illinois 


Dear Doctor Starshak: 


You have requested an opinion on the following questions: 


1. May a member of.the Illinois State Dental Society vote by proxy on 
a proposed amendment to the by-laws of the Society? For example, 
on the matter of raising the amount of annual dues which is pro- 
vided for in the by-laws. 


2. May a member of the Illinois State Dental Society vote by proxy on 
matters which do not involve an amendment to the constitution or 
by-laws of the Society? 











In considering your first question, I invite your attention to Article XV of 


the by-laws of the Society which reads as follows: 


Article XV. 
Amendments to By-Laws 


These By-Laws may be amended by a two-thirds vote of the mem- 
bers present at the annual meeting, provided the proposed amend- 
ment shall have been presented in writing, signed by five mem- 
bers, at a previous annual meeting. 


If the purpose and scope of the proposed amendment to be an- 
nounced at an annual meeting or if a general revision is desired, 
and the Society or Executive Council shall appoint a committee to 
present the revised form, the publication in the official Trans- 
actions and the Illinois Dental Journal of such proposed amend- 
ment shall be deemed a sufficient compliance with the requirements 
of this article, and the proposed amendment may be considered at 
the next annual meeting. 

(Underscoring ours.) 


I also invite your attention to Section 15 of the General Not For Profit Cor- 
poration Act, (being Para. 163al4, Chap. 32, Ill. Rev. Stats. 1955), which reads 


as follows: 
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s 15. Voting. The right of the members, or any class or classes 
of members, to vote may be limited, enlarged or denied to the ex- 
tent specified in the articles of incorporation or the by-laws. Unless 
so limited, eniarged or denied, each member, regardless of class, 
shall be entitled to one vote on each matter submitted to a vote of 
members. 


A member may vote either in person or by proxy executed in 
writing by the member or by his duly authorized attorney-in-fact. 
No proxy shall be valid after eleven months from the date of its 
execution, unless otherwise provided in the proxy. Where directors 
or officers are to be elected by members, the by-laws may provide 
that such elections may be conducted by mail. 


The articles of incorporation or the by-laws may provide that in 
all elections for directors every member entitled to vote shall have 
the right to cumulate his vote and to give one candidate a number 
of votes equal to his vote multiplied by the number of directors to 
be elected, or to distribute such votes on the same principle among 
as many candidates as he shall think fit. 

(Underscoring ours.) 


If the provisions of Section 15, hereinbefore set forth, are applicable to the 
Illinois State Dental Society, members of the Society would, in my opinion, be 
entitled to vote by proxy on a proposed amendment to the by-laws of the Society 
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notwithstanding the provisions in Article XV of the by-laws. I invite your at- 
tention, however, to the fact that the Illinois State Dental Society was organized 
as a not-for-profit corporation on January 27, 1871, apparently under the pro- 
vision of “An Act for the Incorporation of Benevolent, Educational, Literary, 
Musical, Scientific and Missionary Societies — including Societies formed for 
Mutual Improvement or for the Promotion of the Arts,” approved February 24, 
1859, (being paras. 1 et seq., Division XII, Chap. 25 of the Statutes of Illinois 
by Gross-1868). By Section 2 of that Act the persons who signed and acknowl- 
edged the certificate for incorporation, and their associates and successors, were 
authorized ‘“‘to make by-laws for the management of its affairs, not inconsistent 
with the constitution and laws of this state or of the United States” and to elect 
and appoint the officers and agents of such society, for the management of its 
business. This Act contained no reservation of power in the legislature to alter, 
amend or repeal the charter of any corporation organized under its provisions 
and in the absence of such reservation the rights and obligations of the Society 
under its charter cannot be impaired by subsequent legislation. (Northwestern 
University v. Hanberg, 237 Ill. 185; Northwestern University v. People ex rel. 
Miller, 99 U.S. 309; Union Mutual Life Insurance Co. v. Frear Stone Manufac- 
turing Co., 97 Ill. 537.) The legislature, in passing the present General Not For 
Profit Corporation Act, apparently recognized this limitation upon its power 
as it did not attempt to bring not-for-profit corporations organized prior to the 
Corporation Act of 1872 within its provisions, except such corporations as 
should elect to accept the Act in the manner therein provided. This appears 
from the provisions of Section 3 of the Act (being para. 163a2, Chap. 32, III. 
Rev. Stats. 1955), which reads in part, as follows: 


s 3. Applicability. The provisions of this Act relating to do- 
mestic corporations shall apply to: 


(a) All corporations organized hereunder; 


(b) All not for profit corporations heretofore organized under 
Sections 29 to 34, inclusive, of an Act entitled “An Act Concerning 
Corporations,” approved April 18, 1872 in force July 1, 1872, as 
amended; 


(c) Each not for profit corporation, without shares or capital 
stock, heretofore organized under any general law or created by 
Special Act of the Legislature of this State for a purpose or pur- 
poses for which a corporation may be organized under this Act, 
but not otherwise entitled to the rights, privileges, immunities and 
franchises provided by this Act, which shall elect to accept this Act 
as hereinafter provided; * * * 


In view of the foregoing statutory provisions, I examined the files in the 
office of the Secretary of State and do not find any evidence that the Illinois 
State Dental Society ever elected to accept the provisions of the present General 
Not For Profit Corporation Act. It is my opinion, therefore, that the provisions 
of Section 15 of that Act have no application to the Illinois State Dental Society 
and that a member of the Society is not entitled to vote by proxy by virtue of 
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the provisions of that section. It is my further opinion, therefore, in answer to 
your first question, that the provisions of Article XV of the by-laws of the Illinois 
State Dental Society are controlling and that these by-laws may be amended only 
by a two-thirds vote of the members present at the annual meeting. 


In considering your second question as to whether a member of the Society 
may vote by proxy on matters which do not involve an amendment to the con- 
stitution or by-laws of the Society, I find no provision in the constitution or by- 
laws relating to this subject. At common law, proxy voting was not recognized 
and in the absence of a statute or a valid by-law authorizing votes by proxy all 
votes had to be given in person. (People ex rel. Chritzman v. Crossley, 69 Ill. 
195.) There was no provision in the Act under which the Society was incorpo- 
rated which authorized voting by proxy and there is no provision in the con- 
stitution and by-laws of the Society which authorizes voting in this manner. In 
the absence of a provision in a statute or in the constitution or by-laws of the 
Society which authorizes voting by proxy it is my opinion that the common law 
rule applies. It is my further opinion, therefore, that a member of the Society 
is not entitled to vote by proxy on any matter presented at a meeting of the 
Society until and unless voting in this manner is authorized by the Society. 


At the time the Society was organized there was a statute which authorized 
stockholders to vote, either in person or by proxy, and Section 3, Article XI 
of the State Constitution provides that “the General Assembly shall provide, 
by law, that in all elections for directors or managers of incorporated companies, 
every stockholder shall have the right to vote, in person or by proxy, for the 
number of shares of stock owned by him, for as many persons as there are di- 
rectors or managers to be elected. ***” The Supreme Court has held, however, 
that the foregoing constitutional provision does not apply to not-for-profit cor- 
porations (American Breeders Association v. Fullerton, 325 Ill. 323) and it is 
my opinion that a like conclusion would be reached by the court in respect to 
the statutory provision authorizing proxy voting by stockholders. 


In making the necessary investigation in regard to proxy voting another 
serious question has arisen. The Act under which the Society was organized con- 
tains a provision in Section 7 thereof which reads as follows: 


Corporations under this Act may be organized for any term not 
exceeding 20 years — the term to be stated in the certificate men- 
tioned in the first section. 


This same section authorized a corporation organized under the provisions 
of the Act to reincorporate or to continue its corporate existence. That Act, 
however, was repealed by Section 49 of the Corporation Act of 1872 and the 
Society therefore could not reincorporate or extend its charter under the pro- 
visions thereof. Furthermore, I find no record in the office of the Secretary of 
State to indicate that the Society ever attempted to reincorporate or extend its 
charter. It is my opinion, therefore, that the Society ceased to be a de jure’ cor- 
poration on January 26, 1891. There is some authority to the effect that the 
State alone can challenge the existence of a corporation when it continues to 
act as a corporation beyond the period for which it was incorporated, (Bushnell 
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v. Consolidated Ice Machine Co., 138 Ill. 67, 72) but in my opinion the Society 
at best, is only a de facto corporation and some courts hold that when a corpo- 
rate charter expires by limitation the corporation terminates and becomes a 
mere voluntary organization. 


My attention has been called to certain correspondence between the Society 
and the office of the Secretary of State which relates to the restoration of the 
Society to good.standing in that office in 1918 and again in 1953. I have ex- 
amined this correspondence, but in view of the facts hereinbefore set forth, it is 
my opinion that a corporation which has ceased to exist by limitation cannot 
be restored in this manner. 


I call your attention to this situation for your consideration with the 
thought that you may wish to reincorporate under the present General Not For 
Profit Corporation Act. If you do, it is my opinion that the corporation will be 
governed by Section 15 of that Act and that a member, if authorized to vote, 
may vote either in person or by proxy. 





Until and unless the Society is incorporated under the present Act, it is my 
opinion that members may not vote by proxy until or unless they are authorized 


to do so by the Society. 


MSW: les 
cc: Dr. Paul W. Clopper, Secretary 
Dr. James C. Donelan 


Very truly yours, 


/s/ Montgomery S. Winning 





Dr. Starshak explained that when the 
committee first met with Mr. Winning, 
he gave very comprehensive answers to 
the particular questions they asked. 
Further investigation, however, brought 
out other problems in regard to wheth- 
er or not the Society is a corporation. 
Mr. Winning had been asked to appear 
before the Council in order to clarify 
these problems and advise the Council 
on further action. 

Mr. Winning then took the floor and 
made the following remarks: 

> - ~ 


“A new question has developed as a 
result of our research. That is whether 
or not you have a de jure corporation. 
A de jure corporation is a corporation 
by right. In all respects it is organized 


and operating as a corporation, and is 
subject to attack as a corporation. The 
next classification is a de facto corpora- 
tion, which is what I think we have 
here. If it is a de facto corporation, no 
one can raise a question as to validity. 
Anyone can sue a corporation, but no 
one can challenge the validity of a 
corporation of this kind; a de facto 
corporation can be challenged only by 
the State. The State can challenge the 
right of the officers to carry on as a 
corporation. 

“Knowing that the Society had deal- 
ings with the office of the Secretary of 
State, I talked to the man who handles 
the corporation office. When I ex- 
plained the situation in regard to your 
charter and the corporation laws, he 
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agreed that you do not have a de jure 
corporation. 

“In the opinion I sent Dr. Starshak, 
I made this statement: that the Society 
ceased to be a de jure corporation on 
January 26, 1891. The general rule of 
the law is that when a corporation ex- 
pires by limitation it becomes a mere 
voluntary organization, but Illinois 
adopts the minority rule which says 
that having been organized, the cor- 
poration will continue beyond the 
period which the company was organ- 
ized and will continue as a de facto 
corporation. The general rule is that 
there is no de facto corporation. After 
the defined period of a corporation has 
expired, the corporation is dissolved 
and ceases to exist, as the charter ex- 
pires. However, in some states under 
the minority rule, corporations con- 
tinuing to exercise corporate power 
have been recognized as de facto cor- 
porations. As Illinois adopts the min- 
ority rule, unless the Supreme Court 
should change its mind, this Society 
can continue to operate as a corpora- 
tion and the officers will be protected 
the same as a de jure corporation. Un- 
less the State files a direct proceeding 
challenging your right as a corporation, 
you can continue as in the past. You 
are not controlled by Section 15 which 
provided for proxy voting, so you can 
go back to your old charter which cov- 
ers proxies. You can do it by your by- 
laws. If the corporation, by its bylaws, 
does not permit proxy voting, it would 
be effective because under its charter 
and the law under which it was organ- 
ized the corporation was permitted to 
handle its affairs as it saw fit. 

“So far as the office of the Secretary 
of State is concerned, I am satisfied that 
they are not going to challenge the 
legality of this Society unless someone 
comes forth and insists that they do so. 

“You can reincorporate at any time. 
The only risk you are taking is if the 
State should challenge you, or if some- 
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one should require the State’s Attorney 
to challenge you. Otherwise you can 
go ahead operating as you have been 
operating. If you are reincorporated 
under the present law you can decide 
who shall vote, but having decided that, 
the persons who are eligible to vote 
would be permitted to vote either by 
person or proxy. 

‘““My notion would be, if I were you, 
just to continue as you are, as under 
the ruling in Illinois the Society is a 
de facto corporation and will continue 
to operate the same as if it were a de 
jure corporation. 

“Although at one time the Executive 
Council ruled proxies in order, you are 
governed by your bylaws which state 
that an amendment must be voted by 
2/3 of the members present at the 
annual meeting, and there cannot be 
any question that the Executive Coun- 
cil has no power to change the by- 
laws. 

“In regard to Dr. Zwisler’s not recog- 
nizing the motion to adjourn, in ac- 
cordance with Roberts Rules of Orders 
paragraph 17 and 40. There was no 
effort to appeal from the decision of 
the chair and have a vote on it. From 
my observation, as I read the minutes 
of that meeting, I am inclined to feel 
the President was justified in his action, 
because the motion evidently was made 
with an effort to interfere with the 
proceedings of that meeting.” 

- * . 


It was moved by Dr. Gronner and 
seconded by Dr. Baughman that Mr. 
Winning be retained to aid the Secre- 
tary in drafting a letter to the Chicago 
Dental Society in reply to their letter 
and the resolution from the West Side 
Branch. Carried. 

It was moved by Dr. McLellan and 
seconded by Dr. Isenberger that the 
Illinois State Dental Society retain Mr. 
Winning until this situation is abso- 
lutely and completely settled. Carried. 
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RECOMMENDATIONS 
FOR 1956 


Last January in my opening remarks 
to the Executive Council I made an 
enthusiastic appraisal of the officers 
and experienced councilmen the Soci- 
ety had chosen to assist me. Tonight, 
one year later, in my closing remarks, 
I would not care to change one word 
of that appraisal except to add that 
the new councilmen have proven them- 
selves worthy members of this body. 

The cooperation that I have received 
from all officers, councilmen, and com- 
mitteemen has been complete. At the 
risk of appearing unfair 1 am going 
to single out one officer and his office 
for comment. Our organization has uti- 
lized valued experience through the 
policy of continuity in the office of 
secretary; to me this has paid rich divi- 
dends. The secretary and his assistants 
have at all times given me willingly of 
their time and experience. Never have 
they missed an opportunity to remove 
work and worry from me. 

It is no secret that I have considered 
the office arrangement provided our 
secretary a disgrace to our Society. My 
hopes of having it changed before now 
have not been realized; larger and bet- 
ter arranged space, however, has been 
obtained and a move will soon be 
made. 

A study of our financial record re- 
veals that there is a long delay between 


by John A. Zwisler, D.D.S. 


the need of more money and an in- 
crease in dues. This is because an 
amendment to the bylaws is necessary. 





RECOMMENDATION #1. Remove the 
dues from the bylaws and make it pos- 
sible to change dues at any annual 
meeting, following publication of two 
notices in the ILLINOIs DENTAL Jour- 
NAL. 





Since the Annual Meeting alternates 
between Peoria and Springfield, cus- 
tomarily, the vice-president is always 
from one or the other of these two 
places. As the vice-president is a dele- 
gate ex-officio to the A.D.A. and is 
charged to his district, this condition 
works a hardship on other places in the 
Central and Central Western Districts 
that might desire to be represented by 
the A.D.A. delegate. 





RECOMMENDATION #2. Delete ‘the 
Vice-President” from: Article V, section 
2 of the bylaws and also the last sen- 
tence from Article 1, Section 3 of the 
bylaws. 





The right to disagree is an American 
heritage, but if we are to continue as 
a respected professional society we must 
do away with such tactics as occurred, 





Presented as the “President's Address’ 


Peoria, January 18, 1956. 


President, Illinois State Dental Society, 


during the Executive Council meeting 


1955. 
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for the second time in recent years, at 
the Wednesday evening session of our 
May meeting. No decent organization 
has any right to subject itself and its 
presiding officers to this type of hu- 
miliation. 





RECOMMENDATION #3. Add an arti- 
cle to the code of ethics providing pen- 
alty of suspension or expulsion for un- 
seemly conduct at meetings. 





The introduction of the Public Den- 
turist Law (H.B. 1118) into the IIli- 
nois Legislature last May placed us in 
a fight for which we were ill prepared. 
Although we defeated the bill, the ex- 
perience was a frightening one. The 
lessons learned from our hits and er- 
rors, joys and sorrows in this connec- 
tion are summed up in 





RECOMMENDATION #4. Keep _pres- 
sure on the membership to take part 
in local and state politics. If properly 
exercised, our political possibilities are 
great. Retain competent public rela- 
tions counsel, one who might represent 
some other non-conflicting client. Main- 
tain at all times a channel for immedi- 
ate direct personal contact with mem- 
bers of the legislature. 





The greatest failure of my adminis- 
tration has been in my handling of the 
Blue Shield matter. On June 1, 1955 
I allowed your officers to be drawn into 
a conference with members of the IIli- 
nois State Medical Society to consider 
H.B. 950. We entered this conference 
without the presence of the knowledge 
of Blue Shield Committee Chairman 
Baughman or the proponent of the bill, 
Dr. E. C. Thompson. Also we had no 
preparation for the meeting and were 
suffering from the shock and panic of 
our defeat, in committee, on H.B. 1118 
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a few hours earlier. We agreed to drop 
our support of H.B. 950 on terms that 
I have felt were not mutually under- 
stood. President-Elect Starshak, how- 
ever, believes he has this matter on the 
way to a satisfactory conclusion. 

We are aware of the growth in parts 
of our country of group dental health 
programs. Though several of these pro- 
grams are in operation, they are ad- 
mittedly on a trial and error basis. To 
date we have no official record of any 
organization wishing to start such a 
program in Illinois. We have a com- 
mittee studying operation of the vari- 
ous programs and trying to adjust them 
to conditions prevailing in our state. In 
this manner we hope to be prepared 
for proper action when the occasion 
arises. This is most important; if we 
are not ready to take over in the right 
manner at the right time, some of the 
“fringe” elements in our profession are 
likely to do so. 

For several years Chairman George 
Thomas, of the Public Welfare Com- 
mittee, has attempted to negotiate a 
new Public Aid fee schedule. Until a 
short time ago his efforts met only with 
discouragement and disappointment. 
Recent developments cause him to be- 
lieve, however, a new schedule may be 
agreed on in the near future. 

It is expected that the raise in dues, 
voted last May, will enable our Society 
to make some long overdue improve- 
ments in service to its members. The 
Interprofessional Relations, Prosthetic 
Dental Service, Public Policy, and La- 
bor Relations committees are all in 
definite need of increased budget al- 
lowances. The financial needs of the 
secretary's office are many, and the 
president-elect must have an allowance 
to cover the expense of his new duties. 
Our legal bills may be quite large. We 
must be financially realistic if we are 
to render proper service. 


For His help in any success I may 
have had, I thank God. 





Analysis of Assertions 


on untoward systemic effects 
of fluorides 


by Robert L. Hass, D.D.S., M.P.H. 


Since Chicago will be fluoridating its water supply in the near future, anti- 
fluoridation groups have begun to step up their propaganda, and more than 
ever we can expect to hear about Dr. Leo Spira. An English physician, Dr. 
Spira has written about thirty-seven papers concerning the effects of fluorides 
on the body, twenty-five of which I have read and analyzed. Because. ;Dr. Spira 
is extensively quoted by the anti-fluoridationists, this report may help refute 
some of his arguments; it is also hoped it will help the dentists of Illinois 


answer questions from their patients. 


D° you suffer from constipation? Do 
you take salts, pills, or any other 
aperients? 

Do you ever notice loose, shriveled 
skin between the toes? Does it peel? 

Have you ever had boils? 

Do you at any time have heat-spots, 
heat-lumps, or rashes? 

Does your hair fall out? 

Do you ever have “pins and needles” 
in your fingers? 

Are your finger nails brittle? Do they 
break easily? 


If you had any or all of these con- 
ditions, and if you were in England in 
1942, you might well be a statistic in 
one of Dr. Leo Spira’s studies on the 
effects of fluorides. These were the 
seven questions which formed the bas- 
is for his study, “Chronic Fluorine Poi- 
soning (Fluorosis) Signs and Symp- 
toms.’’! 

The assertions about systemic effects 
of fluoridation, that opponents of fluor- 


idation programs make, are based on 
studies similar to this one. Suppose we 
attempt to analyze the “scientific” ba- 
sis for some of these assertions. 

To begin with, it is important to 
remember the year 1933 as a milestone. 
It was in this year that a reliable 
method was developed for determin- 
ing fluorides on a parts per million 
basis. Prior to this time the fluoride 
content of substances was determined 
on a per cent basis, by chemical analy- 
sis, and consequently the so-called mi- 
nute quantities of fluorides were actual- 
ly hundreds of times greater than the 
1 ppm recommended for fluoridation. 
Although all studies which reported 
any untoward effects of fluorides prior 
to 1933 have been disregarded, some 
people persist in using them to sup- 
port their theories. Since that date 
there are actually few reports which 
incriminate fluorides in drinking wa- 
ter as the causative agent for abnor- 
malities, but nevertheless there still are 





Presented at the Midwinter Meeting of the American Association of Public 
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some; such claims are, for the most 
part, based on studies that remind one 
of Dr. Spira’s.? 

Dr. Spira has now joined forces with 
Dr. Royal Lee, an American dentist, 
in opposing fluoridation. Separately 
and together they are the originators 
of many of the claims about the dan- 
erous systemic effects of ingested fluor- 
ides, and they have accused fluorides of 
causing over thirty conditions and ab- 
normalities in humans — such as bald- 
ness (both acquired and hereditary), 
brittle nails, constipation, paresthesia, 
boils, heat-spots, rashes, peeling of the 
skin on the toes, flat feet, varicose veins. 
osteosclerosis, stammering, ambidex- 
trousness, left-handedness, nail biting, 
and defective vision. 


Fluorosis in Humans 


Spira’s first study concerning fluor- 
osis in humans was published in 1942. 
According to him, “The survey was 
made to ascertain whether the mottled 
teeth were associated with any specific 
industrial disease.”* With the aid of a 
dentist from the British Army, he made 
a dental survey of 5,019 men and 
women from various parts of England 
and Ireland. Although persons exam- 
ined were identified as coming from 
certain counties in England or Ireland, 
no personal water histories were taken; 
these people were not questioned as to 
birthplace and residence during the 
first ten years of their lives; fluoride 
content of the water supplies was not 
given. Nevertheless, Spira stated, “. . . 
it was possible to ascertain the counties 
in which they lived for some years 
before being examined, and it is rea- 
sonable to assume that, in most cases, 
these were the same counties as those 
in which they lived while their enamel 
was calcifying.” Anyone familiar with 
field survey work of this type knows 
that fluoride contents of drinking wa- 
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ters vary from town to town and even 
from well to well. When considering 
the possibility that some of the persons 
examined may have come from rural 
areas, plus the possibility of their hav- 
ing moved several times during child- 
hood, Spira’s “reasonable assumption” 
becomes most unreasonable. 


Edentulous in Mottling Survey 


It is interesting to note that Spira 
included edentulous persons in the sur- 
vey for mottled teeth: “. . . and some 
of these no doubt had had mottled 
teeth in their time.” In this study his 
conclusion was, “Mottled teeth, one of 
the first signs of chronic fluorine poi- 
soning (Fluorosis), have been found 
in nearly 22°% of 5,019 men and wom- 
en examined. In most cases the mot- 
tling was slight.” He did not mention 
whether the survey accomplished its 
purpose, “. . . to ascertain whether the 
mottled teeth were associated with any 
specific industrial disease.” 

Although Dr. Spira did not estab- 
lish definitely that the mottling he ob- 
served in this study was due to fluor- 
ides in the drinking water and, for 
that matter, in food, he decided to re- 
survey the 1,099 cases with mottled 
teeth to determine whether fluorosis 
was correlated with any other signs or 
symptoms.! With that view in mind, 
he formulated the questions which 
were asked at the beginning of this 
paper. 

Only 11% of the persons questioned 
this time were free from all these symp- 
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toms, and he proceeded to classify his 
findings, which he attributed to fluor- 
ide in the drinking water, into three 
main groups: “The digestive tract (con- 
stipation) . . . The peripheral nervous 
system (paresthesia) ... Organs biolog- 
ically originating in the ectoderm and 
regulated by the parathyroid glands 
(affectations of the skin, teeth, nails, 
and hair).”” His conclusion was “Fluor- 
Osis is a systemic disease, and mottled 
teeth are one of its signs.” 

All of Spira’s reports from 1942 to 
the present are based on the so-called 
“scientific” data and findings in the 
two papers just reviewed.4 

The results of the second paper! led 
to a third one in the same year, ‘Fluor- 
osis and the Parathryoid Glands.”® Af- 
ter reviewing the literature for experi- 
ments on rats by other investigators, he 
wrote: “In view of the fact that both 
parathyroidectomy and fluorine pro- 
duce dystrophies in tissues regulated by 
the parathyroid glands . . . the conclu- 
sion forced itself on my mind that it 
must be these glands themselves which 
are affected in some way by fluorine.” 


Basis for New Papers 


Three other papers drew heavily up- 
on the assumptions of his °42 stud- 
ies.675 As an example, in “Fluorine 
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and Alopecia’? we read, “In this coun- 


try the widespread occurrence of 
mottled teeth enabled Spira (1942 a, 
b, & c) to study the symptomatology of 
fluorosis, and to show, in particular, 
that mottled teeth were frequently, 
though invariably accompanied, 
amongst other signs and symptoms, by 
certain dermatoses, various dystrophies 
of the nails and alopecia.” Although he 
failed at the very outset to prove a cor- 
relation of these symptoms and fluor- 
osis, he was certain in 1946 that all or 
almost all the signs and symptoms he 
observed in 1942 were due to‘ fluorosis. 


Another interesting point in this 
study is that he did not attempt to de- 
termine the proportion of bald in a 
fluoride and nonfluoride area. He just 
assumed that baldness was due to the 
ingestion of fluorides, since mottled 
teeth occasionally are correlated with 
baldness: “Spira (1942 c, d, 1944 b) 
accuses fluorine as a causative agent on 
clinical ground.” Possibly with an eye 
to future reports, he wrote concerning 
hereditary baldness: “It is thus the 
fluorine ingested by the mother, which 
exerts its deleterious effects on the foe- 
tus in its intra-uterine life to an extent 
sufficient to produce ‘congenital’ or 
‘hereditary’ alopecia . . .” 


Lack of Clinical Studies 


Although he wrote another paper 
on “The Aetiology of Otosclerosis,’® 
Spira presented no data or clinical 
studies, and he based his conclusions 
only on deduction and speculation re- 
sulting from a survey of the litera- 
ture pertaining to otosclerosis. An ex- 
cerpt from this: “Since each one of the 
described signs and symptoms has been 
observed to occur in both of them, it 
seems justifiable to assume that otos- 
clerosis may be intimately bound up 
with fluorosis...” 

This is quite in contrast with the re- 
ports of Dr. A. Lewy, who, after re- 
viewing the data gathered during hear- 
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ing examinations made on. 130,000 Illi- 
nois children, found that there were 
57% fewer cases of hearing defects 
among children from areas with high 
fluoride content than from areas with 
low fluoride content in the drinking 
water.10° 

In an “Incidence of Dystrophies 
Caused by Fluorine in Organs Regulat- 
ed by the Parathyroid Glands,” Spira 
wrote: “The object of the present pa- 
per is to describe the incidence of these 
lesions (skin, nails, teeth and hair) as 
found in a new series, one consisting of 
1,700 people taken at random; namely 
850 men and 850 women.”!! He de- 
scribed the percentage-wise distribution 
of various dyscrasias of the nails, teeth, 
hair and skin and flat feet in the two 
groups, but he did not indicate wheth- 
er water histories were taken for those 
persons examined, nor the area of Eng- 
land from which they came. Further, 
he didn’t describe the procedure used 
in collecting the data, and yet he as- 
cribed the observed abnormalities to 
fluorosis. 


Fluoride Intake for Rats 


In 1949 Spira reported some experi- 
ments he had been conducting on lab- 
oratory rats.12 He subjected five groups 
of rats to a weekly step-wise increase of 
10 ppm of fluoride in their drinking 
water. Beginning at 10 ppm and con- 
tinuing the weekly increase up to 420 
ppmF per day, he described the vari- 
ous physical changes in the rats and 
tried to correlate them with specific 
levels of fluoride intake. Then, with- 
out having performed tests to deter- 
mine how much of the ingested fluor- 
ide had been eliminated from the ani- 
mal’s body or how the rate of fluoride 
elimination may have been affected by 
the various increasing levels of fluoride 
intake, he concluded: “Relatively small 
quantities of F. ingested over a longer 
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period of time are capable of producing 
the disease as severe as that produced 
by large amounts of F. taken over a 
shorter period.” 


Changes in Ingestion 


Spira did not indicate what he con- 
sidered to be a “small” quantity of 
fluoride, unless it would be the 10 
ppm with which he began the study. 
And he admitted that he could not 
detect any changes in the rats ingesting 
less than 60 ppmF daily. He apparent- 
ly disregarded the work of Machle, Lar- 
gent, McClure, Smith, and others!%-19 
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on metabolism, and especially on the 
elimination of fluorides from the hum- 
an body. These men have shown, 
through field surveys and experiments, 
that essentially all fluoride ingested — 
up to 5 milligrams per day — is elim- 
inated through urine, feces, and pers- 
piration. Furthermore, about 50 per 
cent of the fluorides ingested in con- 
centration of over 5 milligrams — and 
up to 36 milligrams per day — is elim- 
inated. Thirty-six milligrams per day 
is an amount of fluoride equivalent to 
that absorbed by drinking water con- 
taining about 30 or 35 ppm. Still fur- 
ther, if the fluoride at this high level of 
intake is discontinued, the body will 
continue to eliminate the substance un- 
til a fluoride level in the urine con- 
sidered to be normal for the individual 
is attained. 


Confusion with Vitamins 


Doctor Murray, after reviewing 
Spira’s rat experiment, suggested to 
him that the skin lesions he observed 
might have been attributed to an avi- 
taminosis rather than to fluorosis. So 
Spira decided to repeat the experiment 
adding vitamins B,, B., B,, and nico- 
tinic acid to the basal ration;?° he then 
confused whatever effect the B-com- 
plex would have had by adding man- 
ganese, iron, copper, protein, “avail- 
able carbohydrate,” and a leaf of cab- 
bage. Ignoring the possibility that the 
added minerals may have complicated 
the results, he concluded, ‘‘Rats sub- 
mitted to the protracted ingestion of 
gradually increasing doses of NaF tol- 
erated larger quantities of the Noxon 
(toxin) when vitamin B was added to 
their food.” 

“Pathological Findings in Fluorine 
Intoxication” and “Further Study of 
the Role Played by Fluorine in the 
Causation of Disease,” appeared in 
1952,1.22 and in them Dr. Spira de- 


scribed the histologic changes found in 
six rats which had survived weekly in- 
creases of fluoride in the drinking wa- 
ter up to 420 ppm. Apparently he was 
amazed to find that the heavily fluori- 
dated animals showed definite signs of 
kidney tissue degeneration. 


Need for Experimental Proof 


Briefly, we can summarize the pa- 
pers mentioned here by saying they 
contain poor data, improperly collect- 
ed and correlated; in field studies Dr. 
Spira failed to take exact water his- 
tories, and, therefore, he is not justified 
in correlating the physical changes he 
has observed with fluorosis. He consist- 
ently has made statements of “‘so- 
called” fact which he then quoted in 
later articles as having been proven 
or having considerable merit. These 
form the bases for the “valid support” 
of any current speculation he may 
make. 

There are, of course, still additional 
reports which Spira and other fluori- 
dation opponents have quoted in sup- 
porting their assertions concerning sys- 
temic effects of fluorides. These may be 
grouped according to the type of sys- 
temic condition reported to have been 
caused by drinking water containing 
fluorides. 

For bone fracture and growth, a re- 
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port by Blue appeared in 1938.73 Ap- 
proximately 400 children with mottled 
enamel—determined to be due to fluor- 
osis—were examined for other systemic 
effects. These 400 cases were not sorted 
out as to degree of mottling or to fluor- 
ide level in the drinking water, al- 
though it was known that the wélls in 
the panhandle region contain fluoride 
ranging from 0.6 to 2.6 ppm. Although 
Blue presented figures and percentages 
for various diseases and abnormalities 
(such as rickets, poor posture, chroni- 
cally infected and hypertrophic tonsils, 
heart murmurs, and bone fracture), he 
did not correlate these findings with 
any specific fluoride level. 

His conclusion was, “In the entire 
group of approximately 400 examined, 
who had mottled enamel, approximate- 
ly 10 per cent gave a history df hav- 
ing experienced one or more fractured 
bones. This seems to be rather high 
when one considers that this is a plains 
area with practically no trees or hills 
for children to fall from.” No similar 
area with low or no fluoride in the wa- 
ter was surveyed to determine the oc- 
currence of these abnormalities and 
fractures in a similar population of 
children drinking water containing less 
than 0.6 ppm. 

McClure’s work concerning bone 
fracture incidence among nearly 4,000 
high school boys and armed forces se- 
lectees does not support Blue’s assump- 
tion;? McClure could find no statisti- 
cally significant difference, in relation 
to bone fracture, between men from 
high and low fluoride areas. 


Goitre in Fluoride Areas 


Goitre in fluoride areas was still an- 
other subject studied, and references by 
Steyn of South Africa and Wilson of 
England have been quoted to support 
anti-fluoridation assertions. Steyn’s pa- 
per, which appeared in 1948, was a 
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short one; in it he made many assump- 
tions and presented no data.?° One ex- 
ample: “In the course of investigations 
in the Northwestern Cape Province 
(quotes from own references of 1939) 
a few cases of goitre were seen in wom- 
en and upon enquiry it was found that 
they had developed goitre from 15-20 
years after having settled on the farms 
concerned. In these areas fluorosis is en- 
demic and the subterranean waters con- 
tain harmful quantities of fluorine.” He 
concluded, “As a result of this observa- 
tion, the possible association of harm- 
ful quantities of fluorine in the drink- 
ing water with the incidence of goitre 
suggested itself at the time.” 


Tests of Water Samples 


A check of his 1939 report?* reveals 
he had tested twenty water samples 
from various areas in the Northwestern 
Cape Province and found them to con- 
tain from 0 to 8.3 ppm of fluoride. On- 
ly seven of the twenty water samples, 
however, were identified with definite 
areas or towns. 

During her study D. J. Wilson exam- 
ined 481 children — five to fourteen 
years of age; 378 were in a goitre reg- 
ion, and 103 were in a non-goitre reg- 
ion, which was indicated as the control 
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group. Her conclusion was, “The dis- 
tribution of endemic goitre in the Pun- 
jab and in England is related to the 
geological distribution of fluorine 
and to the distribution of human den- 
tal fluorosis.”?7 Although a good study 
in that she attempted to determine goi- 
tre incidence in both fluoride and non- 
fluoride areas, it did not give the past 
history of exposure to fluoride water 
and the fluoride content of the water 
supplies in these areas. Children with 
mottled teeth were assumed to be drink- 
ing water with a high fluoride content. 

After reviewing the literature and 
analyzing the thyroids of forty thyroid- 
ectomy cases, Evans and Phillips con- 
cluded, “The data obtained gave no 
definite evidence that fluorine in any 
way played a part in human hyperthy- 
roidism by its action on the thyroid 
gland.”?8 Still others — Von Fellen- 
berg,?® May,?° and Wilson in collabor- 
ation with Murray*! reported they 
could find no relationship between 
fluorides in the drinking water and the 
incidence of goitre. 

Histologic changes in various organs 
and tissues have been reported by sev- 
eral investigators and have been used 
by opponents as references. Bond and 
Murray,*? for example, fed experimen- 
tal rats a diet containing 4 to 15 milli- 
grams of fluoride per day and found 
marked kidney tissue changes. The 
quantity of fluoride they administered 
to these animals is 2.5 to 10 times the 
amount to be obtained by a person 
drinking | ppm fluoride water. 


Excessive Levels of NaF 


A report by Biester, Greenwood and 
Nelson had an unfortunately mislead- 
ing title, “Pathologic and Physiologic 
Studies on Dogs Receiving Fluorine in 
Doses Comparable to Those Encount- 
ered in Some Water Supplies.”*? Their 
summary was: “Feeding fluorine as so- 


dium fluoride at levels of 0.45 to 4.52 
mg. per kilogram of body weight caus- 
es gross changes in the enamel of the 
teeth of dogs similar to mottled enam- 
el in man and animals. When the above 
levels, comparable to those found in 
some drinking waters, were fed from 
7 to 15 months, histologic changes were 
observed in the small intestine, spleen, 
urinary bladder, mesenteric lymph 
nodes and thyroid gland. No histologic 
changes could be demonstrated in the 
following tissues: esophagus, trachea, 
stomach, gall bladder, lungs, pancreas, 
liver, adrenals, heart, thoracic aorta, 
gluteal muscles, testes, ovaries and 
bones.” 


Disregard for Bone Change 


Simple mathematics will reveal that 
the dosages they administered were 
from 17 to nearly 174 times the amount 
of fluoride a 150 pound man would in- 
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gest each day by drinking 1 ppm fluor- 
ide water. A curious thing about this 
study was its failure to note any 
change in the bones with levels of daily 
fluoride intake as high as 4.52 milli- 
grams per kilogram of body weight. 

Osteosclerosis resulting in stiff backs, 
spinal compression, ankylosis, etc. have 
been the most frequently reported sys- 
temic condition claimed to be due to 
fluorosis.34-41 Most of these reports 
come from India and China, and, as far 
as water consumption is concerned, it 
is worth noting that these countries are 
in the same latitude as northern Mexi- 
co and have a semi-tropical climate; 
the waters in areas reporting osteoscler- 
osis vary from 0 to 13 ppm. As Dr. Van- 
kataramanan of India has stated, the 
high incidence of rickets and osteomal- 
cia due to malnutrition in these coun- 
tries interferes with any diagnosis of 
bone dyscrasias due to fluorosis.* 

In a case of osteosclerosis in America 
which presumably caused the death of 
the individual, Linsman was unable to 
explain, on the basis of fluorosis, why 
the man’s sister who was reared in the 
same areas was normal except for 
mottled teeth. 


Absence of Water Histories 


In many of the reports on osteoscler- 
osis no water histories were given, and 
whenever a blood analysis was made, 
an anemia due to malnutrition was 
usually co-existant. “A ten-year study of 
116 people in Bartlett (with 8 p.p.m.) 
and 121 in Cameron, Texas (with 0.4 
p-p-m.), was conducted to determine 
if prolonged exposure to fluoride in the 
water supply of Bartlett had produced 
detectable physiological effects.” The 
conclusion of investigators Leone et al*? 
was: “No significant differences be- 
tween the two towns were observed, ex- 
cept for a slightly higher rate of cardio- 
vascular abnormalities in Cameron and 
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a marked predominance of dental 
fluorosis in Bartlett.” 


Poor Foundation for Assertions 


As a whole, positive assertions regard- 
ing the untoward systemic effects of 
fluorides have been found to be based 
on incomplete and sometimes incorrect 
data. In almost every case the abnor- 
malities and diseases claimed to be 
caused by fluorosis could not be corre- 
lated definitely with fluorides in the 
drinking water; and in the few appar- 
ently authentic cases of osteoclerosis, an 
intervening condition of malnutrition 
and chronic infection had complicated 
the picture. In still other cases, the 
authors have assumed too much, gen- 
eralized from the particular, and twist- 
ed facts to fit their convictions and 
conclusions. 
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Councilmen 


Dr. Glenn W. Ozburn 
Southern District 


A graduate of Washington Univer- 
sity School of Dentistry, St. Louis, Mis- 
souri, 1928, Dr. Ozburn has practiced 
dentistry in Murphysboro since 1931. 

In 1934 he became a member of the 
Southern Illinois Dental Society, went 
overseas with the United States Army 
in 1944, and received an honorable dis- 
charge in 1945. 

From 1949-50 he served as secretary 
of the Southern Illinois Dental Society 
and as president of this group in 1952. 
In May 1955 he was elected councilman 
for the Southern District. 

Dr. Ozburn is a member of Delta 
Sigma Delta. 


Dr. James E. Fonda 
Chicago District 


Dr. Fonda graduated from the Uni- 
versity of Illinois College of Dentistry 
in 1915; was on its staff of oral surgery, 
1916-26; joined the Illinois State Dental 
Society, 1917; served as president of the 
North Suburban Branch, and in 1947- 
50 as member of the Board of Direc- 
tors, of C.D.S. 


He is a life member of Delta Sigma 
Delta, member of Omicron Kappa Up- 
silon, and charter member and _ past 
president of the Winnetka, Glencoe, 
and Kenilworth Dental Study Club and 
Winnetka Rotary Club. 


He was elected to the Executive 
Council in May 1955. 








NORTHWESTERN 


A high-powered _ three-dimensional 
X-ray unit was presented to the Cleft 
Lip and Palate institute of Northwest- 
ern University dental school by the 
Rogers Park Kiwanis on January 26. 
This is the first time three-dimensional 
x-ray equipment has been adapted for 
the study of problems of cleft palate. 

The equipment will be installed in 
the institute’s clinics in the Mont- 
gomery Ward Memorial building at 
the Northwestern University Medical 
Center on the Chicago campus. Rev. 
Ernest Ewald, president of the Kiwanis 
group, made the presentation to Dr. 
George W. Teuscher, dean of the dental 
school, and Dr. Frederick Merrifield, 
chairman of the executive committee of 
the institute. Robert M. David, past- 
president of the Kiwanis, and Norman 
H. Tracy, president-elect, also took 
part in the ceremonies. 

“This new apparatus has consider- 
able promise as a really practical clini- 
cal aid in rehabilitating children with 
a split upper lip or with part of the 
roof of the mouth missing,” said Dr. 
Merrifield at the time of the presenta- 
tion. 

* ° e 

Six Northwestern University faculty 
members have received a total of $19,- 
800 in research grants from the U. S. 
Public Health Service. 

The possible role of tobacco in caus: 
ing oral cancer will be studied in the 
dental school by Drs. J. C. Calandra, 
professor and chairman of pathology, 
and Richard W. Tiecke, associate pro- 
fessor of pathology. 

Another phase of cancer research will 
be studied by the department of path- 
ology in the medical school. Drs. Wil- 
liam B. Wartman, professor and chair- 
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man of pathology, and Willard T. Hill, 
associate professor, will continue a 
long-term study searching for com- 
pounds chemically related to those that 
cause cancer, but which will antagonize 
these cancer-causing agents and so stop 
the growth of cancer tissues. 

The effects of ionizing radiation on 
the adult nervous system will be studied 
by Drs. Leslie B. Arey, professor and 
chairman of anatomy, and Ray S. 
Snider, professor of anatomy. 


LOYOLA 
The Postgraduate Division of Loyola 


University School of Dentistry has an- 
nounced a combined anatomy and ca- 


daver surgery course, scheduled for 
March 9 through 16. 
The introduction, by Dr. Harry 


Sicher,. will consist of lectures given at 
the cadaver while the respective region 
is being dissected, with special em- 
phasis on clinical application. The fol- 
lowing regions wil be covered: triangles 
of the neck, muscles of facial expres- 
sion, parotid gland, facial nerve, mus- 
cles of mastication, infratemporal fossa, 
pharynx and larynx, tracheotomy, and 
coniotomy, cranial base, nasal cavity, 
nasal sinuses and oral cavity. 

The last five days, under the direc- 
tion of Dr. Joseph Kostrubala, will 
deal with a review of pertinent surgical 
anatomy of the oral region. This will be 
followed by lectures on pathology and 
physiology. Four major divisions will 
be considered: infection, trauma, neo- 
plastic diseases and congenital deformi- 
ties. 

Perhaps the most important feature 
of the course will be the surgical tech- 
nique which will allow the students 
actually to perform the various types of 











operations in the laboratory on cadav- 
ers — including open and closed re- 
duction of mandibular fractures, par- 
tial resection of mandible with bone 
grafting, and resection of maxilla for 
tumors. 

For further information, contact, Dr. 
F. M. Wentz, Director, Postgraduate 
Division, Loyola University School of 
Dentistry, 1757 W. Hharrison Street, 
Chicago 12. 

. . * 


Beginning March 21, Dr. Joseph 
Jarabak will present a course on “In- 
terceptive Orthodontics” to the 
Academy of General Practice on four 
successive Wednesday mornings at the 
Loyola University School of Dentistry. 

The lectures and practical demonstra- 
tions will be held from 9:00 a.m. till 
noon on March 21, 28, and April 4 and 
11. Further information may be pro- 
cured from the Department of Post- 
graduate Studies, Loyola University 
School of Dentistry, 1757 W. Harrison 
Street, Chicago 12. 

The Academy of General Dentistry 
is devoted to the continued education 
of the general practitioner, and to this 
end, special lectures and educational 
series have been planned by the group. 
A course in the “Indirect Technique in 
Crown and Bridge” was recently com- 
pleted under Dr. Walter Buchmann, 
and the orthodontics course is to fol- 
low. Other courses in periodontics and 
reconstructive dentistry have been 
planned for the coming year. 

The Academy of General Practice 
actively solicits new members who are 
interested in a planned program of con- 
tinued education. For membership in- 
quiry, please contact Dr. T. V. Weclew, 
2739 W. North Avenue, Chicago 47. 


SOUTHERN CALIFORNIA 


The University of Southern Cali- 
fornia has announced plans for ‘con- 


struction of a $130,000 addition to the 
School of Dentistry building in Los 
Angeles. Dr. Robert W. McNulty, dean 
of the dental school, reported that the 





Dean Robert W. McNulty 


new structure will house lecture halls, 
a classroom, isotope research facilities 
and a pathology research laboratory. 
Clearance of the site for the new 
building is expected to start shortly. 


INDIANA 


A postgraduate course in dentistry 
for children, has been announced by 
the Indiana University Schoo] of Den- 
tistry for April 16 through 19. Designed 
as a refresher course for the general 
practitioner and pedodontist, it will 
include illustrated lectures, televised 
clinical demonstrations, and group dis- 
cussions of such topics as: 

Examination and treatment plan- 
ning, roentgenologic technic, vital pulp 
therapy, traumatic injuries to the teeth, 
restorative materials for children, nu- 


trition, dental caries control, space 
maintaining appliances, orthodontic 
case analysis, operative procedures, 
dental procedures for handicapped 
children, and economics. 

The staff will include Drs. J. W. 
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Adams, C. R. Castaldi, R. E. McDon- 
ald, J. C. Muhler, R. W. Phillips, W. G. 
Shafer, and L. B. Spear. 

Interested persons should write to 
the Dean, Indiana University School of 
Dentistry, 1121 W. Michigan Street, 
Indianapolis, Indiana, for further in- 
formation. 


WASHINGTON 


Washington University Dental Alum- 
ni has announced its annual meeting 
for March 16 and 17 to be held at the 
Park Plaza Hotel in St. Louis, Missouri. 


The Program for March 16 is as fol- 
lows: 9:00 a.m., registration; 10:00 a.m., 
Dean Boling’s address; 10:30 a.m., 
“Successful Dental Practice” by Dr. 
Lloyd H. Dodd; 12:00 noon, luncheon; 
1:30 p.m., “Oral Neoplasms” by 
Colonel Joseph L. Bernier; in the eve- 
ning, class reunions. 

On March 17, the 9:30 a.m. lecture, 
“Gold Inlay Castings Using Water Ad- 
dition Hygroscopic Technic,” will be 
given by Dr. Floyd A. Peyton; 11:00 
a.m., business session; 12:00 noon, 
luncheon; 2:00 p.m., group clinics; 
6:30 p.m., cocktail party; and 8:00 p.m., 
banquet and dance. 
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of it. 





Now that all the excitement and the joys of the 
holidays are over, our thoughts and efforts return to 
our work, and once again we use every “Oppor- 
TUNITY” to put more into it and thus get more out 


I would like to express by heartfelt thanks to 
everyone for the many cards and notes I received 
after my accident in California. I looked forward 
to the mail delivery each day, and your sincere 
wishes for my recovery were most welcome. 

My sincere thanks also to all who have served so 
faithfully this past year — the officers, committees, 
and each individual member. Your cooperation is 


to be commended. 





I would like to say a special thank you to Helen Knoedler, I.S.D.A.A. secretary, 
who gave so much of her time to write so many letters and do so much of my work 
for me when I was unable to do it myself, and to Jeanne Ostermeier, I.S.D.A.A. 
education chairman, for taking over as program chairman, when Helen Skiller 
(I.S.D.A.A. Ist vice-president and program chairman) was forced to resign due 
to illness. 

I would also like to express my gratitude to my employers, Dr. Allen T. Smith 
and the Springfield Rural Urban Clinic, for their encouragement, financial as- 
sistance, and granting of time off from the office to attend meetings. 

It has been a privilege and a pleasure to serve as your president, this past year. 
I sincerely hope I have been of service to you. The whole hearted cooperation of 
all has been most gratifying. Thank you.—Margaret Crosby 
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WILLIAM J. CUNNINGHAM 
1909-1955 


Dr. William J. Cunningham, 46, of 
Kankakee died on December 7 in Bill- 
ings Hospital, Chicago. He had been 
ailing two weeks and had been forced 
to quite his practice shortly before his 
death. 

A graduate of Loyola University 
School of Dentistry in 1934, Dr. Cun- 
ningham was a member of the Kanka- 
kee District Dental Society since 1935, 
a Grand Master of Psi Omega frater- 
nity, the Kankakee Country Club, and 
the Kankakee Board of Catholic Char- 
ities. 

He is survived by his wife, Marjorie; 
a son, William; a daughter, Nancy; his 
mother, Mrs. Mary Cunningham of 
Chicago; and his sister, Mrs. Ernest 
Boston, also of Chicago.—J. Gerchgall 


GEORGE O. KERFOOT 
1872-1955 


Funeral services for the late Dr. 
George O. Kerfoot were held October 
7 at the First Methodist Church, Ba- 
tavia. He passed away October 4 at his 
home in Batavia following a lingering 
illness. Burial was in West Batavia 
cemetery. 

Dr. Kerfoot, 83, graduated from the 
Chicago College of Dental Surgery in 
1894 and began his practice of dentistry 
in Batavia the same year. He continued 
in his profession for over sixty years 
in the same town and was the recipient 
of the fifty-year pin and citation for 
dental service in 1954. He was also a 
former president of the Fox River Val- 
ley component. 

Besides his wife, Harriette, he is 


survived by his son, Robert S.; two 
grandchildren; and a sister, Miss 
Myrtle Kerfoot of Batavia. 

Dr. Kerfoot was a fifty year member 
of the Masonic Order, a charter mem- 
ber of the Rowena Lodge, Knights of 
Pythias.—P. J. Kartheiser 


PAUL L. HOADLEY 
1875-1955 


Dr. Paul L. Hoadley, 80, of York- 
ville passed away November 20 at his 
home. He was a member of the Fox 
River Valley Dental Society and had 
received a citation and pin for fifty 
years of dental service to his commu- 
nity in 1954. 

He was born May 22, 1875 at Byron, 
Illinois, and is survived by his widow, 
Kathryn B. Hoadley; a son, William 
H. Hoadley of Aurora; and a daugh- 
ter, Jeanne Hoadley Primeau of Mil- 
waukee. He also leaves five grandchil- 
dren. 

Dr. Hoadley ‘was a Life Member of 
the A.D.A. and I.S.D.S. since 1948, and 
a member of the Yorkville Methodist 
Church, Kendall Lodge 471, and Lions 
Club.—P. J. Kartheiser 


EDWARD H. PETERS 
1867-1955 


Dr. Edward H. Peters, 88, a Peoria 
dentist for many years prior to his re- 
tirement, died in a Peoria hospital, De- 
cember 8, 1955. 

He was a member of the Peoria Den- 
tal Society for fifty-eight years, since 
1897, In earlier days Dr. Peters was ac- 
tive in Masonic affairs, including Mo- 

(Continued on page 110) 
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COMPONENT 


DANVILLE 


Mr. Clifford Kesler, certified public 
accountant and local businessman of 
Danville, gave the society an enlight- 
ening talk on “Income Tax Problems” 
during our last meeting. After a short 
history of the Federal income tax laws, 
he explained about depreciation of 
equipment, items that can be deducted 
and items that could not be deducted. 
Then he completely covered the “page 
3 deductions” and explained the differ- 
ence between this and the “short form.” 
Gift, state, and federal estate taxes 
were also discussed, and finally the 
session was opened to questions from 
the members. 

Phil Laurence, our new president, 
presided at a short business meeting 


following Mr. Kesler’s presentation. At 
this time the society voted to back the 
local sewer and sanitation improve- 
ment program by running an adver- 


local 
the 


tisement in the 
conjunction with 
society. 

J. D. Wilson, who has been hospital- 
ized with a fractured hip, was reported 
as doing fine. 

There will be no meeting this month 
due to the Chicago Midwinter Meeting. 
See you all at the March meeting. 

—Wiliam B. Brady 


newspapers in 
local medical 


DECATUR 


The memory of our meeting January 
10 will live long for those who attend- 
ed and truly it was a wonderful as- 
sembly. We were honored by the pres- 
ence of Walt Dundon, the “little 
giant” of dentistry in the Chicago area. 
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Walt is noted for his exemplification 
of team work between the laboratory 
craft and the dental profession. 

First on the program was Edward 
Mauter, gifted orator and executive 
secretary of the Illinois Dental Labora- 
tory Association. Mr. Mauter spoke on 
“Where Are We Going?” He traced 
the evolution of the ethical laboratory 
craft and the many problems encoun- 
tered, suggested methods of solving 
these problems, and stressed the obliga- 
tions of each individual dentist and 
technician in assisting one another 
toward mutual confidence and respect. 
Space will not permit a more complete 
summary of his talk but it is this edi- 
tor’s opinion that high caliber men of 
Edward Mauter’s type will do much to 
create and maintain cordial relations 
between ethical dentistry and ethical 
technicians. 

Following this address, table clinics 
on prosthetic technics were given by 
Bud Adams, Bert Partlow, Matt 
Schneider, Carl Jernberg and W. T. 
Vondron of Chicago; Kermit Erickson 
of Freeport; Bill Allen, Don Larson, 
Del Dorman, and Herb Vorndam of 
Decatur. All of the dentists present 
were high in their praise of these clin- 
ics. Meetings of this type are not only 
highly educational but also tend to 
forge another link in the strong chain 
of understanding between members of 
the Illinois Dental Laboratory Asso- 
clation and members of the Illinois 
State Dental Society. 

The meeting was preceeded by a 
splendid Hawaiian buffet dinner. Spe- 
cial credit is due Bill Allen and Linn 
Cruse, along with Program Chairman 
Wiliams, for providing such a marvel- 
ous meeting. 








Deadline time arrived before 1 could 
ascertain the names of Decatur area 
dentists who planned to attend the 
Midwinter Meeting in Chicago, but I 
am certain a goodly number were 
there ... Winter, Williams, and Staley 
were joint hosts at a Christmas party 
. . . Edmund Douglas made a resolu- 
tion at New Years not to make any 
resolutions he couldn’t keep . 
Among Christmas cards received was a 
beauty from Hal Gronlund in Ger- 
many; it would be nice if we would all 
send a card or note to him. His address 
is Major Harold E. Gronlund, 7779 AU 
Med. Gp., 210th General Disp., APO 
36, New York, N. Y. 

In reply to the bachelor dentist’s last 
blast about the billing and cooing, the 
lady dentist opines that she is certain 
the reason the bachelor dentist hesi- 
tates to get married is because he’s con- 
vinced two cannot live as cheaply as 
once. 

Emmett Baker says its fine to believe 
in yourself, but don’t be too easily con- 
vinced . . . On Jimmy Olendorf’s last 
trip to Miami he observed this sign: 
“Keep Florida Green — Bring Money.” 
... Paul Berryhill visited his daughter, 
Betty, and husband at Arlington, Vir- 
ginia, over the holidays . . . John Grif- 
fin checked in at Mayos December 29; 
we hope John was pronounced in good 
health . . . We observed Foster Waltz’ 
foot steps in Madison, Wisconsin, in 
December . . . Wray Monroe has or- 
ganized his speaker’s bureau on fluori- 
dation Dudley Wolfe and Linn 
Cruse took full advantage of the nice 
weather during the hunting season. 

Don’t forget our February meeting 
which is scheduled for the 14th. Orville 
Coomer of Louisville, one of America’s 
most talented essayists, will speak on 
“Complete Mouth Rehabilitation” . . . 
‘Then our symposium on practice man- 
agement follows March 6... Let’s all 
attend. 

A closing thought, quoting Alexan- 


der Smith: “My friends are not per- 
fect—no more am I — and so we suit 
each other admirably. Their weaknesses 
keep mine in countenance, and so save 
me from humiliation and shame. We 
give and take, bear and forbear; the 
stupidity they utter today salves the 
recollection of the stupidity I uttered 
yesterday; in their want of wit I see 
my own, and so feel satisfied and kindly 
disposed.” Bye for now.—Lloyd Dodd 


ILLINI 


Instead of the usual business meeting 
in December, the Mural Room of Ho- 
tel Tilden Hall in Champaign was 
festively decorated for the annual 
Christmas party of the Illini District 
Dental Society and its auxiliary. About 
fifty people were present for the dinner 
and bridge and canasta during the eve- 
ning. Serving on the committee were 
Mrs. E. C. Thompson, president of the 
auxiliary, Mrs. Riley McCulley, Mrs. 
Harry Eisenberg, Mrs. Ralph Mattheis, 
Mrs. Richard Watson, and Mrs. Robert 
O’Neal.—H. H. Eisenberg 


PEORIA 


The Peoria District Dental Society 
held its monthly meeting January 9 in 
the Carrousel Room of the Pere Mar- 
quette Hotel. The speaker of the eve- 
ning was Dr. Walter L. White of Au- 
rora, who explained the workings of 
the Cavitron instrument for cavity 
preparation and let the members use 
the Cavitron Unit. I believe we had a 
record turnout for this demonstration. 

We are very sorry to hear of the loss 
of Dr. Edward H. Peters, who died 
December 8 in Peoria. 

Our bowling team has entered the 
City Bowling Tournament in Febru- 
ary, sponsored by the Peoria Bowling 
Association .. . E. H. Wallace of Roa- 


103 





noke has been very ill . . . James An- 
drew of Havana is the father of an- 
other girl; this is number five .. . 
Larry Strong and wife are leaving for 
Florida this month . . . Cliff Becherer 
is giving a limited attendance clinic 
on photography at the Midwinter 
Meeting . . . Shorty Bollinger accom- 
panied his wife on the piano when 
she sang as part of the program for the 
Peoria Dental Auxiliary’s January 
meeting; the Medical Auxiliary were 
the guests of the Dental Auxiliary that 
evening. 

The Peoria Dental Research Study 
Club had Dr. S. W. Brown of Ashta- 
bula, Ohio, demonstrate ‘Occlusal 
Equilibrium” in Jack Callahan’s office 
on January 9; attending were Russ 
Burke, Phil Chain, Willis Barclay, Jack 
Callahan, Harry Sommer, Jack Clarno, 
Curzio Paesani, Jack Burrell, and 
Chuck Williams—all of Peoria. 

The next evening Dr. Brown gave 
the same demonstration in Clarke 
Chamberlain’s office for Robert Eaton 
and Robert Haas of Bloomington, 
Gordon Heiple of El Paso, Rob- 
ert Brown of Bartonville, Richard 
Mann of Chenoa, Ken Goff of Bush- 
nell, and Robert Harris, Richard 
Lynn, Bob Clark, George Smith, Ray- 
mond Blue, and Clarke Chamberlain 
of Peoria. 

We are all looking forward to a big 
turnout at our dinner dance to be 
held February 22 at the Mt. Hawley 
Country Club and featuring Bill Hill 
and his orchestra.—W. O. Barclay 


CHICAGO 


Time to say “Hello” again to all of 
you who, by the time you are reading 
this, will undoubtedy have attended 
our great Midwinter Meeting. Sorry 
not to be able to give you a report on 
the Meeting, but, due to that “ole debil 
deadline,” can’t get it into the column 
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this month. I can tell you, however, that 
the Society’s regular meeting in Jan- 
uary was terrific, and hope that those 
of you who followed my suggestion to 
make the monthly meetings a “must” 
in ’56 are following through on your 
New Year’s resolution to do just that. 
The January meeting was held at the 
Conrad Hilton Hotel on the 17th. 
President Gus Solfronk opened the 
meeting promptly at 7:45 p. m. and 
after the preliminary business session, 
Jack Opdahl, monthly program chair- 
man, introduced the speaker, Dr. San- 
ford M. Moose. Dr. Moose spoke on 
“Oral Surgery for the General Practi- 
tioner,” discussing antibiotics, hard 
and soft swellings, dry sockets, diag- 
nosing the unusual, difficult extrac- 
tions, and immediate dentures. Follow- 
ing the meeting, oral surgery clinics 
were given: Antibiotics, R. F. Christo- 
pher; method of suturing, Harold Ra- 
bin; x-ray interpretation, J. P. Lavieri; 
diagnosis and biopsy, Irwin Robinson; 
hard and soft swelling, Richard Verbic; 
fractured roots, Benjamin Gans; sur- 
gical problems in everyday practice, V. 
B. Sorensen; and oral surgery technics, 
Sol A. Shiret. Approximately 400 mem- 
bers attended this meeting. Did you? 
On January 10, I was present at my 
branch meeting — North Suburban — 
along with about 94 of the members— 
for dinner and a very fine program. 
This featured Dr. Allie Peetz, a nation- 
al clinician on practice management 
from Madison, Wisconsin, who spoke 
on the subject, “Are We Developing 
the Most of our Potentialities in Den- 
tistry?” A very interesting program. 
As is usual, following the Christmas 
and New Years holidays, news of the 
members is rather scarce. We were 
sorry to hear that W. S. Smith met 
with an accident recently and hope for 
his speedy recovery . . . Eddie and Mrs. 
Baumann spent the holidays enter- 
taining their daughter, home from 
Colorado College. Their son enters the 
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Air Corps in May — good luck! ... 
Both Elmer Ebert and Jim Lynch en- 
joyed having their sons home for the 
holidays, as I’m sure many of you with 
college sons and daughters did. I not 
only had my daughter and son-in-law 
with us, but my grandson as well. Have 
I told you about him — don’t get me 
started! . . . Harry and Mrs. Chron- 
quist spent their holidays in Wiscon- 
sin with Harry’s mother . ... Sure glad 
to see Jim Keith looking so well. . . 
Clarence Heamon is driving around in 
a new Buick . . . Understand Eddie 
and Mama Sullivan spent their holli- 
days playing Santa Claus! . . . Joe Porto 
has opened a second office in Highland 
Park where he practices two days a 


week . . . Very sorry to hear of the 
death of Carl and Vincent Madda’s 
mother. 


We would also like to extend our 
sympathy to the families of Ralph E. 
Libberton and Harold E. Gillogly, who 
passed away during January. 

Don’t forget to mark off your ap- 
pointment book right now for the Loy- 
ola University Dental School Alumni 
Homecoming on Wednesday, April 11, 
1956. This will be an all day affair with 
the banquet in the evening at the Con- 
gress Hotel. Having sat in the meeting 
of the Homecoming Committee, know 
they are all working very hard; Wer- 
ner Gresens, president, and Gerson 
Gould, general chairman, tell me that 
the theme will be hi speed. More de- 
tails later. 

Until we meet again, good luck!—Or- 
ville (Country) Larsen 


FOX RIVER VALLEY 


A good turnout at the December 21 
meeting heard Harry L. Page of Val- 
paraiso, Indiana, give an interesting 
talk and demonstration on ‘“Transo- 
graphics and the Transograph.” This 
was illustrated by slides, and an in- 





formal question and answer period fol- 
lowed. 

The business meeting was conducted 
by President Leonard Rasmussen, af- 
ter which Bob Sandquist introduced 
the speaker for the evening.—P. J. 
Kartheiser 


McLEAN 


December meeting of the McLean 
County Dental Society was held at the 
Illinois Hotel. After dinner, a business 
meeting was called to order by Presi- 
dent L. G. Shaddle of Forrest. 

Wilson Baltz introduced Dr. Carl 
Lattner of St. Louis, the speaker for 
the evening. Dr. Lattner, an oral sur- 
geon, gave an informative talk concern- 
ing “Drugs in the Dental Practice”. 
His message served as a refresher course 
in pharmacology and also acquainted 
us with the most recent drugs proven 
satisfactory in dental surgery as well as 
operative dentistry. 

Mr. Herman Tebrugge, a Bloom- 
ington pharmacist, followed Dr. Latt- 
ner on the program and discussed 
drugs, prescription writing, and some 
advice about dispensing narcotics. 

This proved to be an interesting 
evening for all, and our congratula- 
tions to the program chairman for his 
work during the year.—Fred Lauder 


WINNEBAGO 


As in the past, the last regular meet- 
ing of the Winnebago County Dental 
Society in 1955 was the annual Christ- 
mas party. Following a social hour and 
heaping platters of fried chicken, yours 
truly played Santa Claus and distribut- 
ed gifts to all who were lucky enough 
to have their name drawn from the 
hat. The event that will probably ling- 
er longest: the worm that turned up 
in Martin Ellman’s pie. Martin won’t 
forget it so quickly either. 





105 





The holiday meetings, Ladies Nite 
and the Christmas party, make one 
wish for more such meetings, but the 
new year always helps us to realize we 
have other problems to contend with. 
At the present all committees are hard 
at work trying to organize, finance, and 
think up new and better ideas for Chil- 
dren’s National Dental Health Week 
programs. With Al Pang as _ our 
C.N.D.H.W. chairman, we should have 
a very successful and interesting pro- 
gram this year. 

Shirl and Avis Benning wish it 
known that they are the proud parents 
of a new boy, Bradley. This gives them 
one dishwasher and two lawnmowers. 

Our program chairman Bob Ross- 
Shannon tells me he has arranged a 
fine series of meetings for 1956. If you 
live near Rockford, come to our meet- 
ing some third Thursday; the welcome 
mat is always out, even if you don’t 
know any of us.—Bob Nyboer 


G. V. BLACK 


The January meeting was our an- 
nual Ladies Night this year. In the 
past this has been in December, but 
this year to avoid all the holiday rush 
it was decided to have it in January. A 
cocktail hour, dinner, and dancing 
made an enjoyable evening for all. Bob 
Dormire and John Donelan were in 
charge of arrangements. 

Starting next month, we are going to 
have a Dental Payment Plan in Spring- 
field. This type of plan seems to have 
worked well in many other cities, and 
many of the local dentists have been 
interested in it for some time, but it 
has been only recently that details have 
been worked out. Jacksonville, in our 
society, already has such a plan. 

On December 16, the Paul Durkins 
had a little girl. It was their third 
child — the other two were boys. 

The Bob Nortons recently spent the 
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weekend in Chicago where they met 
Bob’s mother who is from Vermont. 
They showed hér around the city for 
several days. 

Benny Singler, Ed Jordan, and Grant 
Benjamin have added a fourth member 
for their frequent trips to St. Louis for 
sports events — Bill Wilson. 

—Donald Durbin 


NORTHWEST 


With the Midwinter Meeting of 1956 
now a page in the history of better 
dentistry, our minds and hands should 
be nimble and ready to give to our 
patients the benefits of those essays 
and clinics. 

The program for the March meet- 
ing promises to be significant, if Bob 
Leininger can get all the details ar- 
ranged with a nationally known pros- 
thodontist. If you have many adjust- 
ments on yours, you'll want to attend 
this meeting. 

Dan Griffiths sent a thorough and 
detailed mimeographed run-down of 
his Air Force experiences thus far. It 
is too bad that there is not space to 
reprint it here, but, in short, he’s hav- 
ing a fine time in Europe. Navy scuttle- 
but has it that Van Dyke McCool has 
been promoted to Lt. Commander; that 
is shipping-over news. 

Due to circumstances beyond his con- 
trol, Thomas E. Hoover of Warren, 
dropped his membership in the Amer- 
ican Dental Association. We regret los- 
ing a member and are sorry that he 
will no longer be able to benefit from 
association. 

Check these items! G. E. Alzeno hit 
a deer with a bow and arrow while 
hunting in the Niceda National For- 
est. They should never have begun that 
Robin Hood routine on TV... It is 
good to see such complete attendance 
at the meetings and that men from 

(Continued on page 110) 





as fr 


_ 


a a 





CURRENT NEWS 


FLUORIDATION REPORTED SAFE 
IN 10-YEAR NEW YORK STUDY 


Another chapter of evidence on the 
value of fluoridation of public water 
supplies was completed this week when 
final reports were presented on the 
Newburgh-Kingston program in New 
York. “The Newburgh-Kingston study 
has demonstrated beyond question of a 
doubt the effectiveness and the safety 
of water fluoridation as a public health 
procedure,” Dr. Herman E. Hilleboe, 
commissioner of the New York State 
Department of Health, said. 

Dr. Hilleboe appeared on a _ panel 
with three other investigators in the 
10-year program which began on May 
2, 1945, in the two New York state 
towns situated 35 miles apart on the 
Hudson River, each with a population 
of about 35,000. Sodium fluoride was 
added to the Newburgh water supply 
to bring it up to a level of 1 to 1.2 parts 
fluoride per million parts of water 
while Kingston’s water supplies re- 
mained virtually fluoride-free. Reduc- 
tion in dental caries for Newburgh 
children as compared with Kingston 
children averaged about 60 per cent. 

Dr. Ast, state dental director, said 
Newburgh children between the ages 
of six and nine who had been drink- 
ing fluoridated water all their lives 
had a decayed, missing and filled rate 
for permanent teeth 58 per cent low- 
er than in Kingston children of the 
same age whose drinking water was 
flouride-deficient. For Newburgh boys 
and girls in the 10-12, 13-14 and 16- 
year groups, the rates were 52 per cent, 
48 per cent and 41 per cent lower, re- 
spectively, than for their Kingston 
counterparts. 





The figures were equally impressive 
for first permanent molars. The King- 
ston children six to nine had about 
eight times as many first permanent 
molars already lost because of caries 
than the Newburg children. Dr. Ast al- 
so reported that investigation of enam- 
el opacities disclosed no evidence of any 
disfiguring mottled enamel among the 
Newburgh children 7 to 14 years old. 
Dr. Ast also said that analysis of cari- 
ous surfaces of posterior teeth showed 
there was a significantly lower propor- 
tion of carious proximal surfaces in 
Newburgh children than in Kingston 
children. 

Noting that the detection and correc- 
tion of proximal caries is much more 
time-consuming than that of occlusal 
caries, Dr. Ast said: ‘“This, therefore, 
indicates that in addition to the quan- 
titative benefit which accrues from in- 
gested water fluorides, i.e., the reduc- 
tion of DMF rates by about 60 per 
cent, there is also a qualitative benefit.” 

Dr. Schlesinger, associate director of 
medical service of the N. Y. State De- 
partment of Health, reporting on per- 
iodic medical examinations of children, 
said that fluoridation is, “on the basis 
of all available evidence, a measure 
with a wide margin of safety.” Included 
in the final series of examinations were 
500 children in Newburg and 405 in 
Kingston. “No differences of medical 
significance could be found between 
the two groups of children, thus add- 
ing further evidence to that already 
available on the safety of water fluori- 
dation.” 

In Chicago 

The report was expected to provide 
impetus for initiation of the fluorida- 
tion in New York City. Meanwhile, in 
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Chicago, fluoridation equipment was 
being installed with early spring, as 
the target for starting the procedure. 
Mayor Richard Daley said there would 
be no delay despite efforts of some anti- 
fluoridationists. Mayor Daley said: 





Mayor Richard J. Daley 


“As mayor, I can only rely on men 
of science who have approved fluorida- 
tion through advanced research. Medi- 
cal and dental associations, the uni- 
versities and the Chicago Board of 
Health all approve it.” 


YEAR-LONG PROGRAM SET 
FOR ST. LOUIS CENTENNIAL 


The St. Louis Dental Society, the first 
local society in the country to reach 
its one hundredth anniversary, is cele- 
brating its centennial during 1956 with 
a year-long program of public educa- 
tion on dental health, it has been an- 
nounced by Dr. Paul A. Ebeling, presi- 
dent-elect of the Society and chairman 
of its Centennial Committee. 

Theme of the centennial celebra- 
tion will be “Better Health Through 
Dentistry,” Dr. Ebeling said. “Our Em- 
phasis in this observance of our Cen- 
tennial is on calling attention to the 
public of the most important factors 
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affecting dental health in our com- 
munity and our country. The key to 
dental health is prevention of dental 
ailments. The key to prevention is 
understanding. During the year, we 
are going to work unceasingly toward 
better public understanding of diet, 
fluoridation, dental care, new develop- 
ments in dentistry, and other matters 
affecting dental health.” 

A complete program for the year may 
be obtained from Dr. Val H. Friedrich, 
Secretary-Treasurer, Centennial Com- 
mittee, St. Louis Dental Society, 8013 
Maryland Avenue, St. Louis 5, Mis- 
souri. 


DR. ROBERT HUMPHREY HOST 
AT WILD GAME DINNER 


Dr. Robert I. Humphrey of Chicago, 
vice-chairman of the Illinois State Den- 
tal Examining Committee, was host to 
nearly seventy-five guests at a dinner in 
the Mural Room of the Bismarck Ho- 
tel on January 9. 





Dr. Robert |. Humphrey 


This was the 33rd annual wild 
game dinner given by Dr. Humphrey 
who hunts pheasants at White Lake, 
South Dakota; ducks at Chadron, Ne- 
braska; antelope and deer in Wyom- 
ing; and quail in Arkansas. 
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BENTON DENTIST HONORED 
FOR ROTARIAN SERVICE 


Dr. William A. McKee of Benton 
recently was the guest of honor at a 
surprise dinner meeting of the Benton 
Rotary Club. This was in recognition 
of the distinguished service he had 
rendered his community as a Rotarian, 
citizen, and professional businessman. 
Dr. McKee is a charter member of the 


of Centralia; and Drs. Neil Vedder of 
Carrollton, Walter J. Gonwa of Chris- 
man, and Mary Meade of Carmi. 


PRESENT MEDICAL ATTITUDES 
TOWARDS DENTISTS IN CD 


The question frequently is asked, 
“Does medicine approve the training of 
dentists in emergency casualty care 
services?” Many dentists and dental so- 





Among those present at the recent Rotarian dinner in honor of Dr. William McKee of 
Benton (second from right) were Drs. James Mahoney of Wood River (far left), Neil 
Vedder of Carrollton (second from left), and Walter Gonwa of Chrisman (far right). 


Benton Rotary Club, which was organ- 
ized in 1922, and one of the two char- 
ter members that have remained active 
in the club since its foundation. 
Among the 120 people at this meet- 
ing were Dr. James Mahoney of Wood 
River who gave the address of the eve- 
ning; Dr. and Mrs. Charles Kurz of 
Carlyle; Dr. and Mrs. Roy R. Baldridge 


cieties have hesitated in engaging in 
such training on the grounds that in 
so doing, they might be placed in an 
equivocal position. 

Recently a statement has been made 
by Dean Harold S. Diehl, Chairman of 
the Council of National Defense, 
American Medical Association, as fol- 
lows: 
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... These and other demands will 
create a grave shortage of physicians. 
Dentists, because of their specialized 


training and experience may be called. 


upon as leaders of whole sections of 
emergency medical action. Dentists 
have an opportunity and an obligation 
to work with physicians in providing 
first aid and emegrency medical care in 
the event of an enemy attack or follow- 
ing a natural disaster. It is the primary 
responsibility of each dentist to be 
trained in all the techniques of emer- 
gency lifesaving measures, the extent of 
which would vary depending upon 
local medical and health resources and 
the extent of casualties.” 

Coming from such a source, this 
statement should serve to dispel all 
doubts on the part of any dentist as to 
the role he should play in the Civil 
Defense program. 


Components 
(Continued from page 106) 


outlying towns find it possible to come 
too. The benefits reaped from _pro- 
fessional association seem to accrue in 
direct proportion to participation .. . 
Freeport’s Smith Building is to be air- 
conditioned! If anyone wants a con- 
sultation on pure air, drop a stamped, 
self addressed envelope to me or Joe 
Donahue.—Dave Roe 


KANKAKEE 


Our local society held a banquet at 
the Kankakee Country Club on Jan- 
uary 25 in honor of Dr. John Zwisler, 
retiring president of the Illinois State 
Dental Society — our way of saying, 
“Thanks for a job well done.” 

Kankakee was well represented at 
the Chicago meeting from all reports. 
More about this next month. 

—J. Gerchgall 
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Obituary 
(Continued from page 101) 


hammed Temple Shrine and the Shrine 
Oriental Band. 

Surviving are one son, Herbert A. 
Peters of Los Angeles, California, and 
one brother, Dr. Fred Peters of Dunlap, 
also a retired dentist—W. O. Barclay 
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publication. Advertisements must be 
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WANTED: Good reliable dentist to take 
over the established practice for the 
balance of the owner’s term of military 
service. Option to purchase or rent. 
Phone Downers Grove (2825), Illinois. 


FOR SALE: Dental office and practice. 
Owner recently deceased. Small town, 
rich farming community, fifty miles 
southwest of Chicago Loop. Reasonable 
in price. Mrs. P. L. Hoadley, Box 98, 
Yorkville, Illinois. 


FOR RENT: Dentist’s office; furnished 
reception room. Corner building, Law- 
rence and St. Louis (Chicago). Will co- 
operate. Call EAstgate 7-8000 for ap- 
pointment. 


FOR RENT: Nice dentist office, transfer 
corner two bus lines. One room, $45.00; 
share reception room with M.D. ‘Two 
room suite, $60.00. Month free. 3235 
Fullerton Avenue. Ample _ parking. 
Dickens 2-1321. 

FOR SALE: Completely equipped office, 
including good will of thirty years, due 
to death. Julius Hirschfield, 30 Main, 
Champaign, Illinois. 





OFFICERS AND STANDING COMMITTEES 
1956 


EXECUTIVE coun: President, T. C. Starshak, 753 E. 79th St., Chicago 19; President-Elect, Clifford F. Isen- 
berger, Box 47, Lanark; Vice- President, J. Malcolm Elson, 823 Jefferson Bldg., Peoria; Secretary, Paul W. 


Clopper, 623 Jefferson Bldg., Peoria; Treasurer, Robert J. Pollock, 1011 Lake St., Oak Park 

GROUP NO. 1: Northwestern District, Curt J. Gronner, 118% E. Main St., iaetees, (1957): Northeastern 
District, Harry F. Ciocca, Medical ‘Arts Bldg., LaSalle (1958); Central District, G. Herbert Fitz, Sterry Block, 
Pontiac (1956) 

GROUP NO. 2: Central Western District, R. W. McLellan, Carthage (1957); Central Eastern District, Cc. 
Baughman, 1221 Charleston Ave., Mattoon (1957); Southern District, Glenn W. Ozburn, 108 N. Youn St., 
Murphysboro (1958) 

GROUP NO. 3: Chicago District, W. C. Corcoran, 5514 Broadway, Chicago 40 (1956); John L. Lace, 11112 S. 
Michigan Ave., Chicago 28 (1956); Michael DeRose, 3643 Chicago Ave., Chicago 51 (1957); Carl } Madda, 
25 E. Washington St., Chicago 2 (1957); James K. Betty, 1011 Lake St., Oak Park (1958); James E. Fonda, 
799 Elm St., Winnetka (1958) 

AD INTERIM: President, Thomas C. Starshak, 753 E. 79th St., Chicago 19; Secretary, Paul W. Clopper, 623 
Jefferson Bldg., Peoria 2; Treasurer, Robert J. Pollock, 1011 Lake St., Oak Park; President-Elect, Clifford 
F. Isenberger, Box 47, Lanark; Councilman, John L. Lace, 11112 S. Michigan Ave., Chicago 28 

PROGRAM: Chairman, Vincent B. Milas, 2559 W. 63rd St., Chicago 29; Vice- -Chairman, George B. Vogelei, 
315 Second Natl. Bank Bldg., Freeport 

CLINIC: Chairman, Francis J. O’Grady, 653 W. 79th St., Chicago 20; Vice-Chairman, L. Wm. Curtis, 303 
Medical Arts Bldg., Peoria 

o> ARRANGEMENTS: Chairman, John T. Hatcher, 1127 S. 2nd St., Springfield; Vice-Chairman, Robert 

Dormire, 1409 S. 5th St., Springfield 

EXHIBITS. Chairman, A. C. Buchmann, 945 S. 2nd St., Springfield 

ee Chairman, Paul W. Clopper, 623 Jefferson Bldg., Peoria 2; Editor, Wm. P. Schoen, Jr., 6355 
Broadway, Chicago 40; Edward J. Krejci, 530 S. Spring Ave., La Grange 

BOARD OF CENSORS: Chairman, Paul Kanchier, 9300 Cottage Grove Ave., oo, 19 (1958); C. E. Lauder, E 

Broadway at Ist St., Monmouth (1956); A. L. Roberts, 4 Main St., Aurora (1957) 

COUNCIL ON DENTAL HEALTH: Chairman, Clifton B. Clarno, 306 Medical Arts Bldg., Peoria (1958); Vice- 
Chairman, Lloyd C. Blackman, 370 Summit St., Elgin (1957); Secretary, Robert A. Norton, 716 Vine St., 
Springfield (1957); G. E. Alzeno, 120 W. Front St. ., Stockton (1956); C. A. a. 715 Lake St., Oak Park 
(1956); R. E. Blunk, 504 Myers Bldg., Springfield (1956); A. D. Geffert, 520 Robeson Bidg., Cham aign 
‘ioe W..-F. Johnson, Ist Natl. Bank Bidg., Eldorado (1958); W. H. Sowle, 314 Nu-State Bldg., Rockford 


(1958) 

FEDERAL DENTAL SERVICES: 9g eg Robert F. Tuck, 4010 W. Madison St., Chicago 24 (1957); C. R. 
Heinzman, a (1956); Cc. — 33 First Natl. Bank Bldg., Belleville (1956); R. C. McDonald, 
631 S. Home Ave., Oak Park i986): J. Nock, 2753 Devon Ave., Chicago 45 (1957); R. C. Van Dam, 
42 E. Chicago 28 (1957); z w Farrell, 757 W. 79th St., Chicago 20 (1958); T. E. McMeekan, 
121 S. 17th St., Mattoon (1958); G. H. Welk, 1400 N. Central Ave., Chicago 51 (1958) 

FEDERAL HEALTH LEGISLATION INFORMATION: Chairman, Russell G. Boothe, 4753 Broadway, Chicago 40 
(1956); L. W. M. Hughes, 55 E. Washington St., Chicago 2 (1956); L. J. Conaty, 312 First Natl. Bank Bldg., 
East St. Louis Ng "5 F. Porto, 25 E. Washington St., Chicago 2 (1957); M. Cruse, 11110 Bell Ave., 
Chicago 43 (1958); W. S. Peters, 802 Jefferson Bldg., Peoria 2 (1958) 

INFRACTION OF CODE OF ErHics: Chairman, James N. Lynch, First Natl. Bank Bldg., Evanston (1957); R. S. 
Hundley, Vienna (1956); A. F. Stark, 4010 W. Madison St., Chicago 24 (1958) 

INFRACTION OF LAWS: Chairman, F. J. Fehrenbacher, Chalstrom Bldg., Joliet (1957); H. L. New, 309 Touhy 
Ave., Park Ridge (1956); H. L. Henderson, 115 S. Walnut St., Georgetown (1958) 

INSURANCE: Chairman, L. E. Steward, 917 First Nat]. Bank Bidg., on (1958); J. J. Corlew, Rogers Bidg., 
Mt. Vernon (1956); 7. B. Zielinski, 3147 Logan Blvd., Chicago 47 (195 

INTERPROFESSIONAL RELATIONS: Chairman, Arno L. Brett, 6001 Daseathe Rd., Cicero (1956); E. A. Grimmer, 

Michigan Ave., Chicago 2 (1956); E. Lindholm, 9307 E. 79th St., Chicago 49 (1956); E. P. Boulger, 
5 Puleakt Rd., Chicago 24 (1957); G. W. Hax, 8 S. Michigan Ave., Chicago 3 (1958) 

MEMBERSHIP, Chairman, Clarence W. Harrison, 118 S. Seminary St., Collinsville (1958); Vice-Chairman, 
Warren H. Lutton, 2259 E. 95th St., Chicago 17 (1956); Northwestern, G. Lamphere, "aed Talcott Blidg., 
Rockford (1958); Northeastern, R. W. Muchow, 102 N. Spring St., Elgin (1958); Central, L. Chain, 812 
First Natl. Bank Bldg., Peoria (1957); Central Western, B. J. Morrow, 201 Fareeanon Mag Bldg., Macomb 
(1957); Central Eastern, A. C. Stiles, 1064 Citizens Bldg., Decatur (1956); RO og P. Pfaff, R. 1, Troy 
Road, Collinsville (1956); Chicago, W. H. Lutton, 2259 E. , Chicago 17 (195 

NECROLOGY: Chairman, Lester E. Kalk, 5500 S. Halsted hy yk 21 (1957); Ww I. McNeil, 492 Cottage 
Ave., Glen Ellyn (1956); J. L. Bunch, 605 Farmers Bank Bldg., Jacksonville (1958) 

PROSTHETIC DENTAL SERVICE: Chairman, Lloyd H. Dodd, 860 Citizens Bldg., Decatur (1958); Vice-Chairman, 
Joseph T. Brophy, 36 W. Madison St., Oak Park (1957); W. T. Osmanski, 2404 Lincoln Ave., Evanston 
(1956); R. J. Pollock, 1011 Lake St., Oak Park (1956); P. J. Kartheiser, 502 Graham Bldg., Aurora (1957); 
W. L. Fisher, 1525 E. 53rd St., Chicago 15 (1958) 

PUBLIC POLICY: Chairman, James C. Donelan, 322 United Mine Workers Bldg., Springfield (1958); Vice- 
Chairman, Herman R. Wenger, 5601 W. Irving Park Rd., Chicago 34 (1956); J. E. Wallace, 111 E. Main 
St., Morris (1956); J. H. Keith, 636 Church St., Evanston (1957); E. M. Ebert, 10058 Ewing Ave., Chicago 


17 (1958) 

PUBLIC WELFARE: Chairman, George E. Thoma, 610 Illinois Bldg., Springfield (1956); Vice-Chairman, Ernest 
Goldhorn, 11055 S. Michigan Ave., Chicago 28 (1956); Secretary, Hugh D. Burke, 215 E. 2nd St., Dixon 
(1958); Chicago, W. J. Serritella, 55 E. Washington St., Chicago 2 (1957) and E. Goldhorn, 11055 S. 
Michigan Ave., Chicago 28 (1956); Northwestern, H. D. Burke, 215 E. 2nd St., Dixon (1958) and F. 
Helpenstell, 404 Cleaveland Bldg., Rock Island (1956); Northeastern, D. A. Vespa, Main St., Marseilles 
(1958) and J. C. Hannon, 804 Volkman Bldg., Kankakee (1956); Central, W. M. Baltz, 608 Livingston 
Bldg., Bloomington (1958) and E. E. Hoag, 511 Central + Bank Bldg., Peoria (1956); Central Western, 
R. H. Smith, 119 S. Lafayette St., Macomb (1957) and G. E. Thoma, 610 ‘Illinois Bldg., Springfield (1956); 
Central Eastern, W. S. Monroe, 952 Citizens Bidg., Sone "(1958) and R. H. Griffiths, 700% Jackson St., 
Charleston (1957): Southern, J. J. Corlew, Rogers Bldg., Mt. Vernon (1957) and C. G. Neill, 307 s. 
University St., Carbondale (1958) 

RELIEF: Chairman, Joseph F. Voita, 1 Chicago Ave., Oak Park or P. W. Clopper, 623 Jefferson Bidg., 
Peoria 2 (1957); J. H. Vessell, 302 Roland Bldg., Bloomington (1958 

RESEARCH: Chairman, Robert G. Kesel, 808 S. Wood S$ , Chicago 12 (1958); F. M. Wentz, 335 Oak St., Elm- 
hurst (1956); F. J. Orland, 950 E. 59th St., Caines $7 (1957); J. R. Thompson, 55 E. Washington St., 
Chicago 2 (1957); O. B. Litwiller, 1101 Main St., Peoria (1958) 

STUDY CLUB: Chairman, Leonard C. Rasmussen, 645 New York St., Aurora (1958); Northwestern, E. Leininger, 
400 State Bank Bldg., Freeport (1957); Northeastern, C. Rasmussen, 645 New York St.,* Aurora (1958); 
Central, R. A. Chrisman, 710 N. East St., Bloomington (1957); Central Western, J. V. Link, 414 S. 7th St., 
Springfield ia Centrai Eastern, B. ‘HH. Tedrow, Taylorville (1956); Southern, a Gillespie, Cairo 
(1958); Chicago, P. Chung, 30 N. ane Ave., Chicago 2 (1956) 

TRUSTEE, AMERICAN DENTAL ASSOCIATION: L. H. Jacob, 634 Jefferson Bldg., Peoria 2 (1956) 

ILLINOIS STATE DENTAL EXAMINING COMMITTEE: Chairman, Roy R. Baldridge, 219% E. Broadway, 
Centralia; Vice-Chairman, Robert I. Humphrey, 185 N. Wabash Ave., Chicago 1; Secretary, W. A. McKee, 
503 Wood Bldg., Benton; Carl Greenwald, 2376 E. 71st St., Chicago 49 








COMPONENT SOCIETY DIRECTORY 








Society President Secretary Meetings 

G. V. Black James Bunch Robert A. Norton |2nd Thursday in each month ex- 

Jacksonville Springfield cept July, August and Septem- 
ber. 

Chicago G. W. Solfronk W. E. Dundon 3rd Tuesday of each month ex- 
Chicago Chicago cept June, July and August. 

Danville P. H. Laurence J. W. Hardy Ist Tuesday of each month. 
Danville Hoopeston 

Decatur C. Lb. Tankersley Wayne Grissom Ist Tuesday of each aly ex- 
Taylorville Decatur cept May, em Eg and 

Abst 2nd Tuesday of Janu- 

Eastern Illinois Henry L. Gresens Amos J. Powell April and September. 
Toledo Mattoon 

Fox River Valley L. C. Rasmussen Paul E. Keiser 3rd Wednesday in each month. 
Aurora Aurora 

T. L. Gilmer Wm. D. Wright M. J. Quade Second Tuesday in March and 
Clayton Quincy September. 

lini R. J. McCulley J. T. Gorman, Jr. |2nd Wednesday of each month 
Urbana Champaign except June, July and August. 

Kankakee F. B. Daugherty K. O. Norgaard |3rd Thursday, September to 
Peotone Kankakee March. 

LaSalle Ned Vespa Harry F. Ciocca | April and October. 
Toluca LaSalle 

McLean Wm. L. Johnson James H. Vessell {jst Monday in each month, Oc- 
Bloomington Bloomington tober to April inclusive. 

Madison Chas. J. Hemphill |Philip A. Ritter | February and October. 
Alton Jerseyville 

Northwest Harry F. Wade Richard Fleeman |9nd Monday of each month, Sep- 
Oregon Freeport tember to May. 

Peoria Phil Chain Lorin B. McEwen | jst Monday of each month except 
Peoria Peoria July, August and September. 

Prairie Valley Hobert M. Fry Wayne W. Mounts} jst Monday of March, April, Oc- 
Macomb Macomb tober and December. 


Rock Island 

St. Clair 
Southern Illinois 
Wabash River 
Whiteside-Lee 


Will-Grundy 


Winnebago 


Dan H. Watkins 
Moline 


Moreland Emerson 
Breese 


M. W. Carlton 
McLeansboro 


Richard Kling 
Mt. Carmel 


F. E. Ketola 
Morrison 


R. A. Hutchinson 
Joliet 


George Lamphere 





Rockford 


Robt. V. Frey 
E. Moline 


J. R. Mulconnery 
Belleville 


Wm. E. Leach 
DuQuoin 


G. W. Burkett 
Mt. Carmel 


M. E. Brookstra 
Fulton 


Lawrence Hollatz 
Joliet 


Harold Grundset 





Rockford 


3rd Tuesday in each month, Sep- 
tember to May inclusive. 


8rd Thursday of October and 
March. 


Semi-annual, March and October. 


Annual, second Thursday in 


April. 
Every two months; around the 
15th. 


2nd Tuesday in January, March, 
May, September, November and 
December. 


3rd Thursday in each month ex- 





cept June, July and August. 
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TRUE DENTALLOY 
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For new speed and convenience in amalgamating ... for high early strength, 


a 


accurate dispensing and th carving it’s $. S$. White’s New True Dentalloy. 





Specially processed into fine uniform particles for easy, non-clogging accurate 
dispensing. Polishes to a high lasting lustre. Resists tarnish and oxidation. For 
truly superior restorations, use New True Dentalloy. 


One ounce FREE with each 10 ozs. bought 


Use the 1 oz. bottle before opening a 5 oz. bottle and see for yourself why this 
new alloy with superior physical properties is one of dentistry’s sensational 
developments. 


Get Your Copy of The New True Dentalloy Book 


For details on physical properties, recommended techniques and outstanding fea- 
tures of New True Dentalloy, ask for the new book now available. 


THE S. S. WHITE DENTAL MFG. CO. 
55 E. WASHINGTON STREET CHICAGO, ILL. 
JEFFERSON & FULTON STREETS PEORIA, ILL. 
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1939 S. Park 
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Chicago 26 


Wm. B. Brady 
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Danville 


Lloyd H. Dodd 
860 Citizens Bldg. 
Decatur 


Robert Sprague 
237 W. Wood St. 


Paris 


P. J. Kartheiser 
502 Graham Bldg. 


Aurora 


R. B. McReynolds 
324 S. 18th St. 
Quincy 


H. H. Eisenberg 
403A E. Green St. 
Champaign 


Jacob Gerchgall 
258 E. Court St. 
Kankakee 
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311 State Bank Bldg. 
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Jerseyville 
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R. R. Cahnovsky 
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Donald J. Wilhelm 
108 N. Scott St. si 
Joliet 


Robert Nyboer 
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Your next porcelain jacket crown will be fired 
in this completely automatic electronic wonder furnace 
and you then will see why it is man’s nearest 


approach to the creation of natural tooth enamel. 








*‘Good Dental Care—Like Good Dentistry— 
Lies More in Service Than in Profit’’ 


OTTO E. KRAMER 
, KRAMER DENTAL STUDIO 
601 PHOENIX BUILDING 
MINNEAPOLIS 1, MINNESOTA 













ORTHODONTIC 
APPLIANCES 


CONSTRUCTED 
TO YOUR 
PRESCRIPTION 


- 


LABIAL ARCH 


THF 
M ENICAL PROTECTIVE 
COMPARY 


r WAYNE. INDIANA 








unique 


in successfully fighting 
malpractice charges 





PROFESSIONAL PROTECTION 
EXCLUSIVELY 
SINCE 1899 


CHICAGO Office: 

T. J. Hoehn, E. M. Breier and 
W. R. Clouston, Representatives, 
1142-44 Marshall Field Annex Building 
Telephone State 2-0990 
SPRINGFIELD Office: 

F. A. Seeman, Representative, 
Tel. Springfield 4-2251 


Space Maintainers — Hawley Retainers 
Jackscrews & Removables 


ORTHODONTIC 
LABORATORY 


3959 N. LINCOLN AVENUE 
CHICAGO 13, ILL. 


Telephone BUckingham 1|-8082 








Harper's Alloy 
QUICK AND MEDIUM SETTING 


Harper’s is a high-grade dental 
alloy, which has won the ap- 
proval of exacting operators for 
over fifty years. Its high de- 
gree of adaptability—the key 
to perfect amalgam work—is 
excelled by no other alloy. 
Follow Dr. Harper’s perfected 
amalgam technic and be as- 
sured of strong-edged, non- 
leaking fillings that retain their 
‘lustrous color. Polishing is not necessary. 


CHANGE OF PRICES 





U2 cad sveaccasacatlosdsdstcobeteaed $2.50 
NINN 25 sca scacceucccceccdscavavecesat $2.60 
Matrix Holder 

NI gdh cs ca Sosan daxioreckidn sleet pikes ones $7.50 
ESR E Ce See een RE $5.35 


“Amalgam Technic" enclosed with each order. 
Order from your dealer or: 
DR. WM. E. HARPER 


6541 S. Yale Avenue Chicago 21, Illinois 
Tel. WEntworth 6-3843 




































He brought snow 


to New Guinea 


ECEMBER 24, 1944. The captured, re- 
built airstrips bake under a blazing 
sun. No breeze stirs the kunai grass. The 
dim, weather-stained notice clinging to the 
mail-room door tells you Jap subs sank the 
ship carrying Christmas packages. 

If you punch two buttons at once on the 
walkie-talkie, you can tune in on the Jungle 
Network. The song you hear is a favorite all 
over the Pacific. It seems to bring you home. 
“I’m dreaming of a white Christmas...”* 

The man who wrote that song is an expert 
at cheering up troops. In 1918, Private Irv- 
ing Berlin wrote his first all-soldier show, in 
1942 his second: “This Is The Army,” with 
which he toured almost every theater of war. 

Berlin is also an expert at coming up the 
hard way. Immigrant to America at 5, on 
his own at 19, his first song earned just 
thirty-three cents. But Berlin always kept 
trying and never lost faith. 

His hard-working, confident drive is a 
trait Americans set great store by. And 
Americans have a lot of it. Which helps 
account for the fact that our country’s Sav- 
ings Bonds are one of the world’s finest 
investments. 

For the drive of 165 million Americans 
stands behind these Bonds. 

That’s why it’s such a sound idea for 
every American—for you—to invest regu- 
larly in U.S. Series E Savings Bonds, and 
hold on to them. 


*Copyright 1942, Irving Berlin. 


It’s actually easy to save money—when you buy 
Series E Savings Bonds through the automatic 
Payroll Savings Plan where you work! You just 
sign an application at your pay office; after that 
your saving is done for you. The Bonds you re- 
ceive will pay you interest at the rate of 3% per 
year, compounded semiannually, when held to 
maturity. And after maturity they go on earning 
10 years more. Join the Plan today. Or invest in 
Bonds regularly where you bank. 


Safe as America~ 
US. Savings Bonds. 


The U.S. Government does not pay for this advertisement. 
It is donated by this publication in cooperation with the 
Advertising Council and the Magazine Publishers of Americas 











Have You Considered 


THE ILLINOIS STATE DENTAL SOCIETY 
Approved Group Insurance Plans ? ? ? 


Many More Dentists are Recognizing the Valuable Advantage 
of These Established Plans Especially Designed to Provide 
Income Protection at a Substantial Savings in Premium. 


THE GROUP DISABILITY PLAN OFFERS You... 


TOTAL LOSS OF TIME BENEFIT ($433.33 per month}—............ $100.00 PER WEEK 
ayable up to LIFETIME if due to an accident 
aad 7 YEARS if due to a sickness 














HOSPITAL EXPENSE BENEFIT anna ccccesseesccnceneseceeene $15.00 PER DAY 
payable up to 90 days for each disability 
SCHEDULE OF SURGICAL FEES—........0.0... occ. up to $225.00 MAXIMUM 


includes operations in or out of hospital 
ACCIDENTAL DEATH AND DISMEMBERMENT BENEFIT—....$5000.00 MAXIMUM 


(The above are maximum amounts—lower benefits available if desired.) 


THE GROUP HOSPITALIZATION PLAN OFFERS 
You and Your Dependents... 


HOSPITAL ROOM AND BOARD... cteteeeetenee $8.00 PER DAY 
payable up to 90 days for each confinement 

MISCELLANEOUS HOSPITAL EXPENSE—........................ up to $175.00 MAXIMUM 
includes drugs, dressings, x-rays, etc. 

SCHEDULE OF SURGICAL FEES—.........0. up to $150.00 MAXIMUM 
includes operations in or out of hospital 

ADDITIONAL ACCIDENT MEDICAL BENEFIT............0............... $500.00 MAXIMUM 


for expenses other than charged by the hospital 


(Dependents include spouse and unmarried children, | month to 25 years, inclusive.) 


(All Benefits Are Subject to the Provisions of the Policies) 














Eligible Members May Apply for Either or Both Plans. 
If you Desire The Official Application or More Complete Information... 


Please Write or Telephone 


PARKER, ALESHIRE & COMPANY 
Established 1901 
175 W. Jackson Blvd., Chicago 4 ° Telephone WAbash 2-101! 


Administrators of Special Group Plans for Professional Organizations 
and 
General Insurance—Life, Fire, Automobile, all Casualty Lines 














Guaranteed to comply with 
A.D.A. Spec. No. 5. Your dealer can supply you promptly. 








for gingival or one surface inlays where oc- 


GB INLAY No. ] clusal stress is not a factor. Soft Type “A” 
$2.13 dwt. list. 


for two and three surface inlays subject to 


GB INLAY No. ? moderate stress. Can be burnished without 
flaking. Medium Type “‘B’’ $2.02 dwt. list. 


for thin castings, carmichaels, *4 crowns, 


GB INLAY No. 3 bridge abutments. Will withstand the most 


severe stresses. A gold color platinized alloy. 
Hard Type “*C”’ $2.15 dwt. list. 


STERN-Goldemith Corp. 


320 Washington St., Mount Vernon, N. Y. 


1. STERN PRODUCTS CORP. GOLDSMITH BROS. DENTAL CO. 
220 West 42nd St., New York 111 North Wabash Ave., Chicago 














POPULARITY ~< 


ee like people — are popular for a reason. And the popu- 
larity of Cook-Waite dental products stems from the fact they 
=A = job they were designed to do . . . efficiently, economically, 
safely. 

And when a new Cook-Waite product appears on the market, it 
isn’t long before it, too, joins the ranks of dentistry’s most popular. 
For dentists know that behind every Cook-Waite product are years 
of experience and manufacturing know-how .. . . PLUS never ceas- 
ing scientific research. And, most important, dentists know they are 
not used as guinea pigs. 

When buying dental products, look for the name, Cook-Waite . 
it’s your guarantee of the best! 


COOK AWAITE 




















ee 1450 BROADWAY 
NEW YORK 18, N.Y. 
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MEASURING THE MOLDING ACCURACY OF DENTAL STONES 


Experience through years of operating a successful dental laboratory con- 
vinces the laboratory owner of the necessity for control of his basic raw 
materials. For example, an item of primary concern to the denture depart- 
ment is the quality of the investment stone used in the production of den- 
tures. 


, 
+ ast 








GYPSUM SET-TIME TESTER (a.s.1.m. metop). 


Small needle weighs 4 |b., is 1/12 inch in 
diameter. Initial set is had when«the small | 
needle makes no indentation. 


Large needle weighs | lb. and is 1/24 inch 
in diameter. Final set is had when this 
needle fails to make an indentation. 





Bees, 












"PART OF “THE PRESSURE CAST PRO 
_ USED BY ALL LUXENE LABORATO 














EXPANSOMETER TO MEASURE SETTING EXPANSION 


All Gypsum materials expand on setting, but with the above instrument 
we can measure the degree of expansion. 


To make test, mix according to instructions, fill trough, after partially 
setting against flat piece of glass, glass is removed and the flat surface of the 
gypsum plays against the dial. Measurements of setting expansion can 
easily be read from the dial. Also slab (A) can be removed from the 
trough (B) for boiling water tests. After boiling in water for 1 - 2 - 3 hours 
return to the trough to record changes in dimensions under these conditions. 


CRUSHING STRENGTH 
Use hydraulic press with gauge. 
1 Make gypsum patty. 


2 After final set pump up press until 
patty crushes. 





3 Reading on the gauge records 
crushing strength. 











be PART OF “THE PRESSURE CAST PROCESS” 
USED BY ALL LUXENE LABORATORIES — 


Sb Sa 








The preceding pages describing part of the pressure 
cast process have been made available to you by 
the Luxene Selected Laboratories listed below. 















Ray R. Lawrence Dental Laboratory 
36!/2 North Vermillion Street, Danville 


Logan Dental Laboratories 
600 Bondi Building, Galesburg 


Ottawa Dental Laboratory 
817 Columbus Street, Ottawa 


Satisfaction Dental Laboratory 
112 East Highland Avenue, Elgin 


L. A. Schmitt Dental Laboratory 
824 Maine Street, Quincy 


South Shore Dental Laboratory 
1525 East 53rd Street, Chicago 15 


Standard Dental Laboratories 
225 North Wabash Avenue, Chicago | 
109 North Wabash Avenue, Chicago 2 


Associated Laboratories, Inc. 
404 South 6th Street, Springfield 


Austin Prosthetic Laboratory 
5944 West Madison Street, Chicago 44 





Campbell Dental Laboratory 
322-323 Illinois Building, Champaign 





L. B. Cruse Dental Laboratory, Inc. 
Citizens Building, Decatur 











Ehrhardt & Co. 
32 West Randolph Street, Chicago | 








Twentieth Century Dental Laboratory 






K. C. Erickson Dental Laboratory 
517 Second National Building, Freeport 


Hootman Dental Laboratory 
811 Rockford Trust Building, Rockford 


Illinois Dental Laboratory, Inc. 
225 North Pulaski Road, Chicago 24 


Joseph E. Kennedy Company 
7902 South Ashland Avenue, Chicago 20 


Kraus Dental Laboratory 
640 Jefferson Building, Peoria 


Uptown Dental Laboratory 
4753 North Broadway, Chicago 40 
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LUXENE 44 
Gast 




















We cordially invite you to 


TEST IT YOURSELF 


Professional men generally agree that, regardless of 
the dentifrice used, a toothbrush is the most important 
factor in maintaining good oral hygiene. 

Since dentists are unquestionably the most qualified 
persons to select the proper type of brush, the wisest 
people take their advice on this matter. In this way 
the best brush is chosen to fit each patient’s needs. 

If you are unfamiliar with the Oral B Toothbrush, 
we suggest that you try it yourself. Then pass judg- 
ment on its effectiveness for use on both teeth and 
gums. The soft, flexible filaments are extremely small, 
with flat tops which minimize abrasion of tooth struc- 
ture and injury to gingival tissue. In effect it becomes 
two brushes in one. 

If you wish a complimentary brush, please mail a 
request on your professional letterhead. 


First introduced in February, 1949 








Oral B 
Stimulator 


Write today for a supply of 
convenient prescription pads 
which have been prepared 


for the many doctors and 


TOOTHBRUSH hygienists who wish to 


448 SOUTH MARKET ST. ¢ SAN JOSE 13, CALIFORNIA 


prescribe the Oral B. 











ACHROMYCIN 
SOLUBLE 
TABLETS 


completely soluble! 
highly useful! 





















ONE DROP OF LIQUID 
dissolves the 
entire tablet 

























NO UNDISSOLVED PARTICLES 
remain in this 
smooth paste 






Just one drop is sufficient to dissolve an 
ACHROMYCIN Tetracycline Soluble Tablet 
completely and quickly. That means you 
can use this renowned broad-spectrum anti- 
biotic locally without fear of foreign-body 
reactions. In fact, these versatile tablets fill 
several important needs in your daily prac- 
tice! Just look at this partial list: 


1. POSTEXTRACTION SOCKETS. Place 
AcHROMYCIN Soluble Tablet intact in 
socket immediately after extraction. 


2. MEDICATED PACKS. Impregnate cot- 
ton rolls with solution made from tablet(s). 


3. ROOT CANAL THERAPY. Make solu- 
tion to irrigate root canal; solution made 
from ACHROMYCIN Soluble Tablet will 
readily pass through 20 to 25 gauge needles. 


4. SYSTEMIC THERAPY FOR CHIL- 
DREN. ACHROMYCIN Soluble Tablets are 
easily dissolved in milk, fruit juices, and 
other liquids. 


5. COMBINED WITH OTHER DENTAL 
MATERIALS. Compatible with topical 
anesthetics, zinc oxide, eugenol, CAOH, and 
many other materials used in dentistry. 


AcHROMYCIN Soluble Tablets 50 mg. are 
available from your usual source of supply 
in bottles of 40 and 100. They do not re- 
quire refrigeration. Order a supply today! 


FREE. For your convenience in prescribing 
ACHROMYCIN, Lederle has prepared 
special prescription pads. 
Write for yours! 


Soluble Tablets: 50 mg. 
Capsules: 250, 100, 
and 50 mg. 


"REG. U. S. PAT. OFF. 







LEDERLE LABORATORIES DIVISION 


AMERICAN Gaanamid company 


PEARL RIVER, NEW YORK 


ACHROMYCIN 
































STANDARD goes all out on Hy- 
drocolloid impression technique and 
copper plated dies for inlays, crowns 
and bridges. A number of men have 
been using the above technique. Lit- 
erature has been written on the sub- 
ject. 


REFERENCES: 


1. Sears, A. W., Hydrocolloid Tech- 
nique for Inlays and Fixed Bridges, 
D. Digest 42:230 (May) 1937. 


2. Thompson, M.J., Hybrocolloid— 
It’s Treatment and Application 
in Securing Consistent, Accurate 
Models for Indirect Inlays and 
Fixed Bridges, Bul. Oklahoma 
D.A., 38:7, 1949. 


3. Buchmann, W. A., Use of Hydro- 
colloid in Inlay and Bridge Pros- 
thetics, Fort. Rev. Chicago D. 
Soc. 16:7, 1948. 


4. Mann, A. W., A Critical Apprais- 
al of the Hydrocolloid Technique- 
It’s Advantages and Disadvantag- 
es. Read before the Midwinter 
Meeting of the Chicago Dental 
Society, Feb. 6, 1950. 


5. Hampson, E. L., Hydrocolloid 
Impression Technique for Multi- 
ple Inlays and Bridgework, Brit. 
D. J., 88:240, 1950. 


Modern dentistry requires modern 
methods. 

STANDARD advances with and 
improved upon modern methods. 


“IT’S STANDARD FOR THE 
ULTIMATE IN MODERN 
DENTISTRY” 


Telephone to all Depts, DE arborn 2-6721 
225 N. WABASH AVE. 












CHICAGO, ILL. £225 N. WABASH AVE. 








SMANDARD DENTAL 
LABORATORIES 


enlarges inlay and cast! 
crown department to 
serve you better. 


SERVICE 


© obtain accuracy, 
copper plated dies 
from tube imp- 
ressions makes 
it possible to 
deliver your 
inlays ready 
to set. 


ACCURACY 


Now 
Hydrocolloid 
impression 
technique 
for inlayed 
bridges 

completed 
from one 
impression 


ECONOMY 


DARD DENTAL LABS 
OF CHICAGO, INC. 
EST. 1922 

elephone to all Depts. DE arborn 2-6721 
CHICAGO, ILL 








Rest ASSURED, doctor! 





Whichever impression and denture procedure you use— 
McGrane or others—we are “up” on it and we’ve gone still 
further to make sure that these techniques will serve you 
and your patient best. For instance, we’ve taken the time 
and trouble to learn how to use Luxene ‘Pressure Cast” 
equipment that enables us to give you Luxene 44 dentures 
that mean less bulk in the mouth... greater tongue room. 

You can be sure, too, that we'll follow through in every 
particular to make care and treatment of your denture pa- 
tients easier, pleasanter, and more productive. \ 


FREIN Seatel Laboratory, Inc. 


3531 Lindell Blvd. Jefferson 4339-40 St. Louis 3, Mo. 
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(USTOM-MADE ecco 


Nobilium restoration are evident from the very first. You'll have a feeling 
that the case will go to place without a lot of “laboratory work” at the 
chair. And you won’t be disappointed because Nobilium cases are highly 
accurate. This is assured by the use of Nobilium, “Aristocrat of Chromium 
Alloys,” and the scientific duplicating materials, precision investments, pre- 
formed wax patterns and other dependable products of Nobilium research. 
It’s doubly assured by electric casting on the fabulous Nobilium machine 
that melts alloy without oxidation, and by electrolytic polishing. Here, 
indeed, is a practice-building service that is custom-made for your re- 
quirements. Get in touch with your nearby Nobilium laboratory today. 





NOBILIUM PRODUCTS, INC. 


Chicago Philadelphia Los Angeles 
NOBILIUM of MIAMI, Miami NOBILIUM of TEXAS, Houston 
NOBILIUM PRODUCTS of CANADA, Ltd. NOBILIUM of EUROPE, 
Toronto A. B. Stockholm 
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IT’S RESULTS THAT COUNT 


HEALTH 


and 


CLEAN 
BREATH 


@SO MANY DENTISTS have obtained such wonderful results in 
the use of STIM-U-DENTS as an aid in their treatment of PYORRHEA 
and GINGIVITIS that it is little wonder they use STIM-U-DENTS 
personally after eating . . . They naturally recommend that their 
patients likewise benefit through this pleasant routine aid in oral 
hygiene and as a preventive measure. 

@ Don’t overlook STIM-U-DENTS . . . Ask for free samples for patient 
distribution and notice the results upon their very next visit. 


meee STIM-U-DENTS feremers 
for Mouth Health. for Clean Breath. 


STIM-U-DENTS, INC., 14035 Woodrow Wilson Ave., Detroit 38, Mich. 
[-] Send FREE SAMPLES for patient distribution. Ill. 2-56 


Dr. 





Please enclose your Professional Card or Letterhead 


Address 


City Zone State 
NOW AVAILABLE: Our new Professional Courtesy Package contains STIM-U-DENTS 
wrapped in bactericidal tissue tubes. If you desire, enclose $1.00 for 200 tubes or $4.00 
for 1000 tubes. 
























Specify the 
NEW westearp 
-_ 

Stressguard 














Stressguard 






Conventional Stressguard 











No clasps showing — minimum metal 

displayed! Stressguard partials minimize 
tooth movement. Forces of mastication 
are distributed equally between 

teeth and supporting structures. 


TICONIUM 


413 No. Pearl St., Albany 1, N.Y. 





CAMPBELL DENTAL LABORATORY, 322 Illinois Building, Champaign, Illinois 





DENTAL ARTS LABORATORY, Jefferson Building, Peoria, Illinois 
McINNES DENTAL LABORATORY, 908 Talcott Building, Rockford, Illinois 
MILTON DENTAL LABORATORY, 320 E. Adams St., Springfield, Illinois 


(Does not include Ticonium Labs in Chicago) 


the new balanced formula plastic teeth 
with the high fidelity shades 


Yes, there is something new in plastic tooth shades ... it’s the important 
element known as Constant Color Relation ... built into 
Trubyte Biotone Teeth. 


Trubyte Biotone shades are high fidelity, natural appearing 

plastic tooth shades. Unlike conventional plastic teeth, these new shades 
do not “gray out” in the mouth. This is important in your tooth selection 
because it saves your time. Constant Color Relation eliminates the 
resets and remakes so commonly observed with conventional plastic 
tooth shades, which invariably appear darker and grayer in color 

in the mouth than they do on the shade guide or on the card. 


For natural esthetics in plastic teeth, lo Be We 
specify Trubyte Biotone shades...use_ | ; 
the new Trubyte Biotone Shade Guide ss xa 4a ; 
to specify shades for Trubyte Biotone faaStmm Beaten 2 ~ 


A : haa ; T ® TONE® SHADES 
Anteriors, Trubyte Biotone Pilkington- gagstee thy 


Turner Posteriors. } i=) res] ia ses] S rs Doc Fs 





THE DENTISTS’ SUPPLY COMPANY OF N. Y., york, Pennsylvonic 








